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Introduction 



This catalog is a comprehensive listing of the manuals currently 
available frcHn Convergent Technologies. The catalog is divided into 
two sections. 

The first section lists manual titles in machine-specific groupii^s and 
is designed to help you find which manuals, apply to your system. For 
instance, if you Jiave an NGEN 286 processor, you will find a list of 
the manuals that are ia^vailable for that machine and its expansion 
modules and software. 

This first section is divided into four parts: 

• Workstations and SRP/ which includes the NGEN 
workstations. Series i, and the Shared Resource Processor 
(SRP). 

• S/Series, which includes the S/NfT Series and the S/1280. 

• Server PC (SPC) 

• Network PC 



The s^(»id section is an alphabetic listii^ of all manuals. Once you 
have found the manuals that are available, use this second section to 
pinpoint the manuals that apply to your specific requirements. Each 
en^ also tells the kind of user that the manual was written for and 
includes a description of the contents. 

The entries in the alphabetical listing follow this format: 

Title 

User category 

Edition/pubhcation date/number of pages 
Product number 
Description of contents 
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The user categories are defined as follows: 



End User End user manuals are written for the person who 

uses application software products. These manuals 
assume the user has no prior experience with the 
software. Some installation manuals are also 
written with this person in mind. 



These manuals provide the hardware functional 
description and software interface definitions for 
the person who is integrating hardware or system 
software with Convergent Technologies products. 

These manuals provide the procedures and 
examples required to write programs. The types of 
manuals included are language manuals, operating 
systems manuals, and programmer's guides. 

■ / 

These manuals are written for the person who sets 
up and administers computers and operating 
system software. These manuals assume that the 
reader will develop a technical understanding of 
the product, althoi^h it is not necessarilv assumed 
that this person already has such knowledge. 

These manuals provide the technician with the 
information necessary to understand the hardware 
design of each Convergent Technologies product. 

A preliminary editwn (prelim.) is a reviewed first or second draft, 
sometimes without illustrations, and invariably not as polished as a 
final edition manual. 

An engineering update is an interim publication written by Engineering 
to ujklate a manual or serve as product documentation ^iitil a manual 
is written. 

An update notice consists of looseleaf chaise pages that are designed 
to be collated into an existing manual. 

A revised edition includes all the update notices that previously 
accompanied that edition. 

A supplement gives additional information about the product. 



Developer 



Programmer 



Administrator 



Teclmician 
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Ordering 



CUSTOMERS 

• Convergent customers: forward a purchase order including 
the product number and title of the manual to: 

Order Management, MS 11-022 ^ 
Convergent Technologies, Inc. 
2700 North First Street 
San Jose, CA 95150-6685 

(408) 434-2848 

Or, contact your sales representative for prices and 
orderii^ procedures. 

• Non-C<Mivergent customers: contact your distributor for 
prices and ordering procedures. 



CONVERGENT EMPLOYEES 

• Convergent employees outside of San Jose/Santa Clara: 
Follow your usual procedure for ordering manuals. 

• Convergent employees in San Jose/Santa Clara: Do not 
use the product number. Use the internal part number 
(see "Current Publications") and a Material Requisition 
Form (MRT). ("Current Publications'' is a separate, in- 
house monthly hst distributed to admkdstrative assistants 
throi^out the company.) 
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Special Pricing Options 



Volume Discounts 

Volume discounts from 25% to 50% are available to Convergent 
customers for most manuals. Contact your sales representative for 
more information. 



Rights to Reproduction 

Customers who want to modify or customize Convergent documenta- 
tion or print large quantities locally must purchase a license to 
reproduce Convergent copyrighted publications. 

A Documentation Reproduction Rights license grants the buyer the 
right to copy the specified documentation, in whole or in part, lor one 
year up to the specified quantity (minimum prepaid quantity = 100). 
Additional copies are to be reported quarterly and paid for under the 
same per copy royalty terms as additional lOOncopy hcenses. 

The royalty fee paid to Convei^ent is twenty-five percent (25%) of the 
list price of the publication multiplied by the quantity to be 
reproduced. The minimum prepaid royalty fee included in the license 
agreement covers the first 1(X) copies. 

Example: 

$20 (manaal list price) X 25% (rc^alty fee) - $S (per copy price) 

$5 (per copy price) X 100 (minimum quantity) - $500 (total prepaid fee) 

The Etocumentation Reproduction Rights license extends rq)roduction 
rights to any version of^e manual purchased within the year the 
license is in force. For example,4Ftiie buy^ purchases the rights for 
the first edition of a manual and then later within the same year a 
second edition is released, the license covers the second edition as 
well. 

The Documentation Reproduction Rights license also entitles the 
buyer to purchase documentation source for reproducing manuals. 
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Documentation Source 



Documentation source is available only to customers who have 
purchased a Documentation Reproduction Rights license. 
Documentation source is ava^ble in these three forms: 

• Printed manual 

Buyer pays list price for single copy of manual and makes 
copies from it. 

• Machine-readable source (text and on-line art) and 
illustrations. 

Buyer pays $250 for diskettes plus $3 each for illustrations 
not included in machine-readable format. More recent 
manuals have most or all of the figures in 
machine-readable source format. 

• Camera-ready copy 

Buyer pays $5 per page. More recent manuals where all 
illustrations are intc^ated with the text are distributed as 
laser printer origmals. Other manuals where art has been 
pasted up are distributed as fiill-ps^e photostats of the 
original camera-ready copy. 

The exact price for each option varies dependii^ on the size and 
complexity of the manual. Contact the Convergent Cluster Systems 
Division Multunedia Publishing department or the UNIX Systems 
Division Technical Publications department for price quotes. 

Allow 30 days for filling orders after receipt of a purchase order. The 
order is filled faster if the buyer provides a prioritized list of manuals. 
This allows partial orders to be snipped. 

When ordering camera-ready copy, be aware that preparation of the 
hard-copy source requires a longer lead-time than preparation of 
machine-readable source. Allow four additional weeks for filling the 
order. 
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Convergent Sales Offices 



EASTERN U.S. 

Convergent Boston 

Two Westborough Business 

Park 

Westborough, MA 01581 
(617) 366-8859 



Convergent Detroit 
Arboretum Office Park 
34405 W. Twelve Mile Road, 
Suite 315 

Fannington Hills, MI 4^1 
(313) 489-0050 X 



Convergent New Jersey 
129 Littleton Road Suite 106 
Parsippany, NJ 07054 
(201) 263-1500 



Regional Distributor- Eastern 
Centel Information Systems, 
Inc. 

6000 Executive Blvd Suite 300 
RockviUe, MD 20852-3801 
(800) 638^712 



Regional Distributor- Eastern 
Total Tec Systems, Inc. 
2 Gourmet Lane 
Edison, NJ 08837-2910 
(201) 906^500 



SOUTHERN U.S. 

Convergent Atlanta 

1040 Crown Pointe Parkway, 

Suite 750 

Atlanta, GA 30338 
(404) 393^123 



Convergent New York 
55Kn^tLane 
KingsPik, NY 11754 
(51^ 265-7877 



Convergent Philadelphia 
5 Neshaminy Interplex 
Suite 202 — 
Trevose, PA 19047 ^ 
(215) 638-1281 ^ 



Convergent Austin 
500 Austin Centre 
701 Brazos Street 
Austin, TX 78701 
(512) 320-9027 



Convercent Dallas 
3010XBJ Freeway 
Suite 1420 
Dallas, TX 75234 
(214) 620-9733 



Convei^ent Washington, D.C. 
5454 Wisconsin Ave 
Suite 655 

Chevy Chase, MD 20815 
(301) 951-5104/5 



Convergent Florida 
2644 Beaumont Court 
Clearwater, FL 34621 
(813) 787-2157 



6 Convergent Publications Catalog 



Convergent Miami 

9900 W. Sample Road, Suite 

302 

Coral Springs, FL 33065 
(30^ 755-4333 



Convergent St. Paul/Minn. 
8400 Normandale Lake Blvd. 
Suite 1420 

Bloomington, MN 55437 
(612) 921-3950 



Convergent North Carolina 
P.O. Box 3190 
Durham, NC 27705 
(919) 286-9117 



Reponal Distributor- Southern 
Mmi Computer Associates 
8031-8 PhilUps Highway 
Jacksonville, FL 32216-7461 
(904) 730-0065 



CENTRAL U.S. 



Convergent Chicago 
1400 Opus Place, Suite 110 
Downers Grove, IL 60515 
(312) 960-2125 



Regional Distributor- Central 
Convergent Open 
Systems/Insight Division 
6477 City West Parkway 
Eden Prairie, MN 55344 
(612) 829-0011 



WESTERN U.S. 

Convergent Denver 
Prentice Point, Suite 450 
5299 DTC Blvd 
Englewood, CO 80111 
(303) 779-8801 



Convergent Los Angeles 
Jamboree Center 
One Park, Suite 290 
Irvine, CA 92714 
(714) 474-2061 



Convergent Cincinnati 
4675 ComeU Rd 
Suite 190 

Cmcmnati, OH 45241 
(513) 489-5515 



Convergent Milwaukee 
250 N. Sunnyslope Road 
Suite 340 

Brookfield, WI 53005 
(414) 784-7686 



Convergent Salt Lake City 
6925 Union Park Center 
Suite 300 

Midvale, UT 84047 
(801) 561-8470 



Convei^ent San Francisco 

3940 Freedom Circle 

(M/S:15-001) 

Santa Clara, CA 95054 

(408) 970-7000 
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Regional Distributor- 
Pacific Northwest 
Distributed Technologies, Inc. 
505 Industry Drive 
Seattle, WA 98188-3405 
(206) 575-3727 



Regional Distributor- 
Southern California 
Inteo-ated Systems Group, Inc. 
920 East Broadway Street 
Glendale, CA 91205-1299 
(818) 502-1414 



INTERNATIONAL 

IntercontinentalAJ . S. 
30 East Plumeria Drive 
San Jose, CA 95134 
(408) 434-2810 



Convergent Canada 
789 Don Mills Road 
Suite 700 

Don Mills, Ontario M3C 3L6 
(416) 422-3009 



Convergent Technologies, Inc. 
420-10991 Shellbridge Way 
Richmond, British Columbia 
V6X3C6 ____ 
(604) 278-3220 



Convergent France 
14 Rue Clement Marot 
75008 Paris, France 
011-33-1-47-20-62-42 



Convergent Germany 
Mainzer Strasse 118 
6200 Wiesbaden, West 
Germany 
011-49-6121-7630 



Convergent Italy 
Via Conservatorio 22 
Milano, Italy 20122 
011-39-277291 



Convel^ent Spain 
Castellana 141 
Planta 18 

28046 Madrid,.Spam 
011-34-459-0150 



Convergent UK 
Convergent House. 
Ellesfield Ave 
Southern Industriial Area 
Bracknell, Berkshire 
RG12 4WB UK 
011-44-344-411707 
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Workstation and SRP 



Workstation and SRP Machine Groupings 



This section is intended to help you detennine which manuals are 
available for your system. The following listings are grouped 
according to the type of machine and the various types of manuals. 
For instance, if you need a manual for your NGEN disk drive, look in 
the list of NGEN hardware manuals. Refer to the alphabetic Usting 
for detailed information about individual manuals. 



NGEN HARDWARE MANUALS 



NOTE: The NGEN family includes the Series 286i and Series 386i and 
the NGEN 186, 286 and 386 processors. Any hardware or software 
application incompatibilpfes are noted in the following lists. 



NGEIN Processor Manuals 

Enhanced Video Supplement 
Processor: CP-001-9 Vol. 1&2 (186 only) 
Processor: CP-002, Vol. 1&2 (286 only) 
Processor: CP-003, Vol. 1&2 (386 only) 
Series 286i, Vol. 1&2 (286i only) 



NGEN Hardware 

286i Installation 

8Q386 Hardware Reference (Intel) 

8Q386 Programmer's Reference (386 only) (Intel) 

80387 Programmer's Reference (Intel) 

iAPX 286 Pr/^ammer's Refer ence (286 only) (Intel) 

Color Monitor (186r286, 386 only) 

Dual Floppy Disk 

Ethernet Controller 

Floppy/Hard Disk 

GC-102 Technical Reference 

Graphics Controller: Model GC-OOl (186, 286, 386 only) 
Grq>hics Controller: Model GC-003 (286, 386 only) 
Hard Disk Upgrades and Expansions 
HSD-140 Technical Reference 
HSD-320 Technical Reference 
HSX-020 Technical Reference 
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fiGEN Hardware (continued) 

HSX-140 Technical Reference 
HSX-320 Technical Reference 
Keyboard/Mouse 

Micropolis Model 1325 (For 85.3M-byte disk drive) 

Monochrome Monitors 

Multiline Port Expander 

NGEN Installation (186, 286, 386 only) 

PC Emulator 

Quantum Q500 (For 42.6M-byte disk drive) 

Quarter-Inch Cartridge Tape 

Seagate ST225 (For 25.62M-byte disk drive) 

Series 286i Hardware (286i only) 

Series 386i Installation (386i only) 

Series 386i Technical Reference 

SCSI Upgrades and Expansions 

Telecluster 

Visinostics 

Voice Processor 



CWS HARDWARE MANUALS 

CWS Hardware 
Keyboard 

Monochrome Monitors 
Telecluster 



SRP HARDWARE MANUALS 

Megaframe Hardware 
M^alrame Multibus Adapter 
S/1280 and SRP Diagnostics 

S/1280 and SRP Expansion Enclosure (B-Box) Installation 

S/1280 and SRP Installation 

TeleCluster 
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WORKSTATION MANUALS 



Workstation Operating Systems 

CTOS Operating System 

CTOS Pro^ammer's Guide 

CTOS System Administrator's Guide 

CTOSAO^ Concepts (286, 386, 286i and 386i only) 

CTOSA^ Reference (286, 386, 286i and 386i only) 

MS-DOS, Version 2, Macro Assembler 

MS-DOS, Version 2, Programmer's Reference 

MS-DOS, Version 2, User's Guide 

PC Emulator Manuals 

GW-BASIC Interpreter User's Guide: Version 3.2 
GW-BASIC Interpreter User's Reference: Version 3.2 
Introduction to the PC Emulator 
MS-DOS User's Guide: Version 3.3 
MS-DOS User's Reference: Version 3.3 

Wori^tation Standard Software 
Context Manager 

Context Man^erA^ (286, 386, 286i only) 
Debugger Training Package 
Executive Manuals 

Executive 

Editor 

Asynchronous Terminal Emulator 
Executive User's Guide 
Generic Print System Progranmier's Guide 
Getting Started with Your Workstation 
Printii^ Guide 
Programming Tools Manuals 

Assembl]^ Lai^uage 

Linker/librarian 
Status Codes 
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Wori»tation Application Software 

Art Designer Manuals 

Art E^signer: Charts and Drawings 

Getting Parted with^ Drawings 
ClusterShare Mail Manuals 

Gettii^ Started with ClusterShare Mail 

ClusterShare Mail User's Guide 
CT-DBMS 

CT-MAIL Administrator's Manuals 
CT-MAIL Administrator's Reference 
Modem Server Reference 

CT-MAIL User's Manuals 

Getting Started with CT-MAIL 
CT-MAIL User's Guide 

CT-MAIL Terminal User's Guide 

CT-MAIL Progranmier's Reference 

CTOS Office Applications Programmer's Guide 

Document Designer Manuals 

Document E^signer: Office Publishing 
Document Des^er Quick Reference Card 
Document Designer: %stem Administration 
Document Designer: Iime-Saving Tools 
Document Designer: Word Processing 
Getting Started with Document Des^er: 

Office Publishiuffi 
Getting Started with Document Designer: 
Word Processing 

Document Interchai^e Management System 

Extended Multiplan Manuals 
Extended Multiplan Reference 
Extended Multii^an User's Guide 
Getting Started with Extended Multiplan 

Font Designer 

Forms 

Graphics Programmer's Guide 

Image Deskner 

ISAM 

Modem Server Reference 

Mouse Services 

Operator, Usins the 

Phone Memo Manager 

Raster Font and Icon Des^er 

Solution Designer Manuals 
Solution E^signer Reference 
Solution Designer User's Guide 

Sort^erge 

Voice/Data Services 
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Workstation Application Software (continued) 

Window Services 

Word Processing Manuals 

Word Processing Quick Reference 
Word Processing Reference 
Word Processing User's Guide 



Workstation Languages 

BASIC Manuals 

BASIC Compiler 

BASIC Interpreter 
FORTRAN 
FORTRAN-86 

GW-BASIC Operations Guide 

GW-BASIC Reference 

High C Manuals 

High C Lan»iage Reference 
High C IJ^ry Reference 
High C Kogrammer's Guide 

Hirfi Performance LEVEL n COBOL Manuals 

High Performance LEVEL n COBOL Operatmg Guide 
High Performance LEVEL n COBOL Error Messages 
High Performance LEVEL II COBOL Pocket Guide 
Introduction to LEVEL n COBOL 
LEVEL n COBOL Language Reference 

Pascal Vol. 1&2 

Workstation C Progranmier's Guide 



Workstation Communication/Network 

2780/3780 RJE Termmal Emulator 
3270 Terminal Emulator 

ClusterShare SNA 3270 Terminal Emulator User's Guide 
ClusterShare User's Manuals 

ClusterShare^AutoBoot User's Guide 

ClusterShare User's Guide — 
CT-Net Reference 

Document Interchange Management System 
Enhanced BSC 3270 Emulator 
Modem Server 

Multimode Terminal Emulator Manuals 
Multunode Terminal Emulator Rej^rence 
Multimode Terminal Emulator User's 
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Woikstation Communication/Network (continued) 
SNA 3270 Emulator 

SNA BASIC LU 6.2 Administrator's and Programmer's Guide 

SNA Multiline Network Gateway 

SNA Network Gateway 

SNA Network Gateway (PU 2.0) 

SNA Progranmier's Guide 

SNA RJE 

X.25 Network Gateway 
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Workstation and SRP Documentation Sets 



The following sets of manuals are prepacks^ed for your convenience. 
Most of these sets contain all the manuals you need to fully install or 
set up the indicated hardware or software. For example, the CTOS 
System Software set contains all the material necessary to set up and 
use a fiilly functional CTOS system on a workstation. 



CrOS SYSTEM SOFTWARE SET 
DZZ-1500 

Context Manager 

CTOS Office ^plications 

Programmer's Guide 
CTOS Programmer's Guide y 
CTOS System A(biunistratpi4 Guide 
CTOSA^ Reference 
Debugger Training Package 
Executive Manuals 

Executive 

Editor 

Asynchronous Terminal Emulator 
Executive User's Guide 
Getting Started with Your Workstation 
NGEN Installation 
Printing Guide 
Programming Tools Manuals 

Assembly Language 

linker/Librarian 
Status Codes 
Visinostics 



CTOS/VM AND SRP SYSfMr 
SOFTWARE SET 
DZZ-1520 ^ 

286i InstaUation 
Context Mani^er/VM 
CTOS Office ^ptications 

Programmer's Guide 
CTOS Programmer's Guide 
CTOS System Administrator's Guide 
CTOS/VM Reference 



Debugger Training Package 
Executive Manuals 

Executive 

Editor 

Asynchronous Terminal Emulator 
Executive User's Guide 
Getting Started with Your Workstation 
NGEK Installation 
Printing Guide 
Programming Tools Manuals 

Assembly Language 

Unker/Iibrarian 
S/1280 and SRP Diagnostics 
Status Codes 
Visinostics 



NGEN HARDWARE SET (CP-001) 
DZZ-1000 

16-Bit Microprocessor (Intel) 

Color Monitor 

Dual Flopi^ Disk 

Ethernet Controller 

Flo^/Hard Disk 

Graphics ControUer: Model GC-OOl 

Grq>hics Controller: Model GC-003 

Hard Disk Upgrades and Ejq>ansions 

Keyboard/Mouse 

M<Hiocfarome Monitors 

Multiline Port Ei^ander 

NGEN InstaBation 

PC Emulator Hardware 

Processor: CP-001-6/8 
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NGEN HARDWARE SET (CP-001) 
(continued) 

Processor: CP-001-9 

Quarter-Inch Cartridge Tape 

SCSI Upgrades and E]q>ansions 

TeleCluster 

Visinostics 

Voice Processor 

NGEN HARDWARE SET (CP-002) 
DZZ-lOlO 

iAPX 286 Pro^ammer's Reference 
(Intel) 

Color Monitor 

Dual Floppy Disk 

Ethernet Controller 

Flopfpy/Hacd Disk 

Graphics Cratr<dla-: Model GC-OOl 

Graphics Controller: Model GC-003 

Hard Disk Upgrades and Expansions 

Keyboard/Mouse 

Monodirome Monitors 

Multiline Port Expander 

NGEN Installation 

PC Emulator Hardware 

Processor: CP-002 

Quarter-Inch Cartridge Tape 

SCSI Upgrades and Expansions 

TeleChuter 

Visinostics 

Voice Processor 



NGEN HARDWARE SET (CP-003) 
DZZ-1030 

80386 ^grammer*s Reference (Intel) 

Col<» M(Hutor 

Dual Floppy Disk 

Ethernet Controller 

Floppy/Hard Disk 

Gn^^hics Controller: Model GC-OOl 

Gr^hics Controller: Model GC-003 

Hard Disk Upgrades and Expansions 

Keyboard/Mouse 

Monochrome Monitors 

Multiline Port Expander 

NGEN Installation 

PC Emulator Hardware 



Processor: CP-003 

Quarter-Inch Cartridge Tape 

SCSI Upgrades and £]q>ansions 

TeleCluster 

Visinostics 

Voice Processor 



SERIES 286i HARDWARE SET 
DZZ-lOlO 

286i InstaUation 
Dual Floi^y Disk 
Floppy/Hu^d Disk 

Hard Disk Up^ades and Expansions 

Keyboard/Mouse 

Monochrome Monitors 

Multiline Port Expander 

Quarter-Inch Cartri(%e Tape 

SCSI Upgrades and Ejqpansions 

Series 28& 

TeleCluster 

Visinostics 

Voice Processor 



SERIES 386i~ HARDWARE SET 
DZZ-1040 

80386 Hardware Refermce 

80386 Programme's Reference 

80387 Programmer's Reference 
Color Monitor 

Dual Floppy Disk 

Ethernet Contrc^er 

Floppy/Hard Disk 

GC-102 Technical Reference 

Graphics ControDer: Model GC-003 

Hard Disk Upgrades and E]q>ansions 

Keyboard/Mouse Manuals 

Monochrome Monitors 

Multiline Port Bqpander 

Quarter-Inch Cartridge Tape 

SCSI Upgrades and E^ansions 

Series 386i Installation 

Series 386i Technical Reference 

TeleCluster 

'V^inostics 

Voice Processor 
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WORKSTATION OFTICE 
AUTOMATION SET 
DZZ-1610 

Art Designer Manuals 

Art Designer: Charts and Drawings 

Getting Started with Drawings 
Context Manager/VM 
CT-MAIL Administrator's Manuals 

CT-MAIL Administrator's 

Reference 

Modon Server Reference 
CT-MAIL Terminal User's Guide 
CT-MABL User's Manuals 

Getti^ Started with CT-MAIL 
CT-MAIL User's Guide 
CTOS Office Applications 

Programmer's Guide 
Document Designer Manuals 
Document Designer: OfiS5:e 

Publishing / 
Document Designer,Q^ck 

Reference Card 
Document Designer: System 

Administration 
Document Designer: Time-Saving 
Tools 

Document Designer: Word 

Processing 
Gettii^ Started with Document 

Des^er: Office Publishing 
Gettii^ Started with Document 

Designer: Word Processing 
Executive Mamuals 
Executive 
Editor 

Asynchronous Terminal Emulator 

Executive User's Guide 

Extended Multq>lui Manuals 
Gettmg St^ed with Extended 
MultipTan 7 " " 

Extended MultipU^ Refer ence 
Extraded Multiplan User's Guide 

Getting Started with Your W<»kstation 

Image Designer 

Printing Guide 

Solution Des^er Manuals 

Solution Designer Reference 
Solution Designer User's Guide 

Status Codes 

Using the Operator 



S/Series 
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S/Series Machine Groupings 



This section is intended to help you find which manuals apply to your 
system. The following listings are grouped accordii^ to the type of 
machine and the various types of manuals. For instance if you need 
an installation manual for your S/320, look in the list of S/320 
hardware manuals. 



NOTE: The S/Series contains the S/MT Series and the S/1280 
(MegaFrame). The S/MT Series includes the S/120, S/221, S/222, 
S/320, and S/ 640 (Mighty Frames). Since compatibility varies between 
the S/MT Series and the S/1280, these manuals have not been grouped 
together. / 

y - 



S/MT SERIES SOFTWARE MANUALS 

S/MT Scries System Software 

CTIX Administrations Tools 

Cnx Internetworld]^ 

CTIX Operating System (Version B) 

cnx Operating System (Version C) 

Pr(^ammer's Guide: CTIX Supplement 

S/1280 and SRP Dia^ostics 

S/MT Series Admimstrator's Manuals 

CTIX Administration Tools 

M^tyFrame Series Administrator's Reference 
S/MT Series CTIX Admmistrator's Reference 
S/MT Series Diamostics 
UNIX Systeaj VT^TDgranuner's Guide (AT&T) 
Writing Mi^tyFrame^DeviceiDrivers 
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S/MT Series Application Software 

ACCELL/E Manuals 

ACCELL Development Environment 

ACCELL RDBMS . 

UNIFY Prc«rammer's 

UNIFY Rderence 

UNIFY Tutorial 
CTIX Forms Manual 
CTIX ISAM 

M^aFrame Sort/Merge (S/Series) 

WGS/Desktop Manuals 

WGS/Calendar User's Guide 
WGS/Desktop Manager User's Guide 
WGS/Maa User's Guide 

WGS/Desktop 2.0 Manuals 

WGS/Calendar User's Guide, Version 2.0 
WGS/Desktop Manager Usw's Guide, Version 2.0 
WGS/Mail User's Guide, Version 2.0 

WGS/Office 3 Manuals 

WGS/Calendar User's Guide 

WGS/Desktop Manager User's Guide, Version 2.0 

WGS/Maa User's Guide, Version 2.0 

WGS/Spreadsheet User's Guide 

WGS/Word Era Glossary Functions 

WGS/Word Era Quick Reference Card 

WGS/Word Era Records Processmg 

WGS/Word Era Reference 

WGS/Word Processor User's Guide, Version 2.0 

WGS/Spreadsheet User's Guide 

WGS/Spreadsheet User's Guide, Version 2.0 

WGS/Word Processor User's Guide 

UNIFY 2.0 Manuals 
UNIFY Programmer's 
UNIFY Reference 
UNIFY Tutorial 
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S/MT Series Languages 

CTIX BASIC Interpreter and Compiler 

CnX Enhanced FORTRAN and Pascal Debugger 

CnX FORTRAN 

CTIX Pascal 

LPI-COBOL Language Reference 
LPI-COBOL User's Guide 
LPI-Debug Reference 



S/MT Series Communication/Network 

CTIX BSC 2780/3780 RJE Terminal Emulator 

CTIX BSC 3270 Terminal Emulator 

CTIX Internetworking 

CTIX Network Administrator's Guide 

CTIX SNA 3270 Terminal &nulator 

CTIX SNA LU Type^.2 APPC Server 

CTIX SNA Netw^ Gateway 

CTIX SNA PU2l Network Gateway 

CTIX SNA RJE 

CTIX X.25 Network Gateway 

CTIX X.25 Terminal/Host Adapter 

Multiplex: PC/Host Database Link 

PC Exchange/VINES Network Installation Guide 

PC Exchange/VINES Network Manager's User's Guide 

PC Exchange/VINES Network Network User's Guide 

TeleCluster . 



S/MT SERIES HARDWARE MANUALS 

S/80 Hardware Manuals 

S/80 Diagnostics Manual 

S/80 Installation 

S/80 Technical/Reference 
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S/120 Hardware Manuals 

S/120 Installation 

S/320 and S/220 Hardware 

S/MT Series Diagnostics 

S/MT Series Ethernet Combo Board Technical Reference 
S/MT Series Remote I/O Processor Technical Reference 
S/MT Series RS-232-C Expansion Technical Reference 
S/MT Series RS-422 Expansion Technical Reference 
TeleCluster 



S/221 Hardware Manuals 

S/221 and S/222 Installation 
S/320 and S/220 Hardware 
S/MT Series Di^nostics 

S/MT Series Ethernet Combo Board Technical Reference 
S/MT Series lOP Expansion Technical Reference 
S/MT Series Remote I/O Processor Technicsd Reference 
S/MT Series RS-232-C Expansion Technical Reference 
S/MT Series RS-422 Expansion Technical Reference 
TeleCluster 



S/222 Hardware Manuals 

MightyFrame VME Ethernet Controller Card 

S/221 and S/222 Installation 

S/320 and S/220 Hardware 

S/320 VME Half-Inch Tape Controller Card 

S/320 VME SMD Controller Card 

S/MT Series Ethernet Combo Board Technical Reference 

S/MT Series Diagnostics 

S/MT Series lOP Expansion Technical Reference 
S/MT Series Remote I/O Processor Technical Reference 
S/MT Series RS-232-C Expansion Technical Reference 
S/MT Series RS-4Z2 Expansion Technical Reference 
S/MT Series VME Communications Controller Card 

Technical Reference 
S/MT Series VME Expansion Technical Reference 
TeleCluster 



S/ Series Madtine Groupings 



S/320, S/640 Hardware Manuals 

MightyFrame Peripherals 

MightyFrame VME Ethernet Controller Card 

S/320 and S/220 Hardware (S/320 only) 

S/320 and S/640 Installation 

S/320 VME Half-Inch Tape Controller Card 

S/320 VME SMD Controller Card 

S/MT Series CPU-02 Technical Reference (S/640 only) 

S/MT Series Diagnostics 

S/MT Series Ethernet Combo Board Technical Reference 
S/MT Series lOP Expansion Technical Reference 
S/MT Series Remote I/O Processor Technical Reference 
S/MT Series RS-232-C Expansion Technical Reference 
S/MT Series RS-422 Expansion Technical Reference 
S/MT Series VME Conununications Controll^ Card Technical 
Reference 

S/MT Series VME Expansion Technical Reference 
(S/Series) MegaFran^e/MightyFrame Expansion Cabinet 

Installation / 
TeleCluster y' 



Terminals 

Grraphics Terminal Font Designer 

Graphics Terminal Hardware 

Graphics Terminal Installation 

Graphics Terminal Programmer's Guide 

Progranunable Terminal Hardware 

Programmable Terminal Instsdlation 

Pr^ranunable Terminal Programmer's Guide 

S/12 User's Guide 

S/r2 Maintenance 

S/T2 Programmer's Guide 



S/1280 MANUALS 

S/1280 System Software 

CTIX Internetworking 
M^aFrame CTIX Administration Tools 
MegaFrame CTIX Operating System 
Programmer's Guide: CTIX Supplement 
UNIX System V Programmer's Guide (AT&T) 
S/1280 CTDC Administrator's Reference 
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S/1280 Application Software 

CTIX Forms Manual 
MegaFrame ISAM 
MegaFrame Sort/Merge 
WGS/Calendar User's Guide 
WGS/Desktop Manager 
WGS/Mail User's Guide 
WGS/Spreadsheet User's Guide 
WGS/word Processor User's Guide 
UNIFY Programmer's 
UNIFY Reference 
UNIFY Tutorial 



S/1280 Languages 

CTIX BASIC Interpreter and Compliler 
CTIX Enhanced FORTRAN and Pascal Debugger 
CTIX FORTRAN 
CTIX Pascal 

LPI-COBOL Language Reference 
LPI-COBOL User's Guide 
LPI-Debi^ Reference 



S/1280 Communication/NetworiK 

CTIX BSC 2780/3780 RJE Terminal Emulator 

CTIX BSC 3270 Terminal Emulator 

CTIX Intemetworkmg 

CTIX SNA 3270 Termmal Emulator 

CTIX SNA RJE 

CTIX X.3/X.28/X.29 PAD 

CTIX X.25/X.29 User Interface 

Multiplex: PC/Host Database Link 

TeleCluster 

X.25 Network Gateway 
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S/1280 Hardware Manuals 



MegaFrame Dii^ostics 

MegaFrame Hardware 

MegaFrame Multibus Adapter 

MegaFrame Multibus Ethernet Card 

MegaFrame Quarter-Inch Cartri^e Tape Upgrade 

S/1280 and SRP Installation 

S/1280 and SRP Expansion Enclosure (B-Box) Installation 
(S/Series) M^aFrame/MightyFrame &cpansion Cabinet 
Installation 



Terminals 

Graphics Terminal Font Designer 
Graphics Terminal Hardware 
Graphics Terminal Installation 
Graphics TerminaH*rogranuner*s Guide 
Programmable T€rmin^ Hardware 
Programmable Terminal Installation 
Programmable Terminal Progranmier's Guide 
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S/Series Documentation Sets 



The following sets of manuals are prepack^ed for your convenience. 
Most of these sets contain all the manuals you need to fully install or 
set up the indicated hardware or software. For example, by 
purchasing the MightyFrame Hardware set, you have all the 
information necessary to set up and maintain a fully functional S/320 
computer system. 



GRAPHICS TERMINAL HARDWARE 
SET 

DZZ-2200 

Graphics Tenninal Hardware 
Gr^hics Termmai Installation 



PROGRAMMABLE TERMINAL 
HARDWARE SET 

DZZ-21M 

Programmable Terminal Hardware 
Progranmiable Terminal Installation 



S/221 AND S/222 HARDWARE SET 
DZZ-SOlO 

Mi^tyFrame Peripherals Manual 
S/221 and S/222 Installation 
S/320 and S/220 Hardware Manual 
S/MT Series Ethernet Combo Board 

Technical Reference 
S/MT Series lOP Expansion 
S/MT Series RS-232-C E]q>ansion 
S/MT Series RS-422 Expansion 
TeleCluster 



S/1280 HARDWARE SET 
DZZ-2000 

MegaFrame Hardware 
MegaFrame/MightyFrame Expansion 

Cabinet Installation 
MegaFrame Multibus Adq>ter 
S/1280 and SRP E3q>ansion Enclosure 

(B-Box) Installation 
S/1280 and SRP InstaUation 



S/MT SERIES HARDWARE SET 
DZZ-5000 

MegaFrame/MightyFrame Expansion 

Cabinet Instdlation 
MidityFrame Pmphwak 
S/120 Supplement 
S/320 and S/220 Hardware 
S/320 and S/640 Installation 
S/MT Series CPU-02 Technical 

Reference 
S/MT Series lOP E]q>ansion Technical 

Reference 
S/MT Series RS-232-C Technical 

Referoice 
S/MT Series RS422 Technical 

Refermce 
S/MT Series VME Ejq>ansi(Hi 
TeleCluster 



S/1280 CTIX SYSTEM SOFTWARE 
SET 

DZZ-3500 

CTOS Operat^System 
MegaFrame ClXX Op CTatin g System 
Programmer's Guide: CTIX Supplement 
S/1^ CTIX Administrator's Reference 
Status Codes 



S/MT SERIES SYSTEM SOFTWARE 
SET 

DZZ-5100 

CTIX Operating System (Version B) 
MightyFrame Series Admmistrator's 

Reference 

Programmer's Guide: CTIX Supplement 
S/MT Series Diagnostics 
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WGS OFnCE AUTOMATION SET 



DZZ-3610 

WGS/Desktop Manuals 
WGS/Mail User's Guide 
WGS/%>readsheet User's Guide 
WGS/Word Processor User's Guide 
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Network PC 




Network PC Machine Groupings 



This section is intended to help you detennine which manuals are 
available for your system. The following listii^s are grouped 
according to the type of machine and the various types of manuals. 



NETWORK PC HARDWARE MANUALS 

ClusterCard Technical Reference 
Network PC User's Guide 
Network PC Technical Reference 
TeleCluster 



NETWORK PC SOFTWXRE MANUALS 
ClusterShare M^ul Manuals 

ClusterShare Mail User's Guide 

Getting Started with ClusterShare Mail 
ClusterShare User's Manuals 

ClusterShare AutoBoot User's Guide 

ClusterShare User's Guide 
ClusterShare SNA 3270 Terminal Emulator User's Guide 
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Server PC 




Server PC Machme Groupings 



This section is intended to help you deteimine which manuals are 
available for your system. The following listu^s are grouped 
according to the type of machine and the various types of manuals. 



SERVER PC APPLICATIONS SOFTWARE MANUALS 

Server PC 1.1 ACCELL/E Manuals 

ACCELL 1.1 Manuals 

ACCELL 1.3 Update Package 
Server PC 4.0 UNIFY Manuals 

UNIFY 2.0 Manuals 

UNIFY 4.0 Update Package 
WGS/DESKTOP Manuals 

WGS/Desktc^ Manager 

WGS/Calendar Use?s Guide 

WGS/Mail User's Guide 
WGS/Desktop 2.0 Manuals 

WGS/Calendar User's Guide, Version 2.0 

WGS/Desktop Manager User's Guide, Version 2.0 

WGS/Mail User's Guide, Version 2.0 
WGS/SpreadSheet User's Guide 
WGS/Spreadsheet User's Guide, Version 2.0 



SERVER PC COMMUNICATION/NETWORK 

CTIX BSC 2780/3780 RJE Terminal Emulator 
CTIX BSC 3270 Terminal Emulator Manual 
CTIX SNA 3270 Terminal Emulator 
CTIX SNA LU Type 6.2 APPC Server 
CTIX SNA NctWOTk'Gateway 

CTIX SNA Rft — 

CTIX X.25 Network Gateway 

CTIX X.25 Terminal/Host Adapter Manual 

PC Exchange/VINES Network Installatioa Guide 

PC Exchange/VINES Network Manager^s Guide 

PC Exchange/VINES Network User's Guide 
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SERVER PC HARDWARE MANUALS 



80386 Hardware Reference (Intel) 

80386 Progranmier's Reference Manual (Intel) 

80386 System Software Writer's Guide (Intel) 

8(B87 Pr(^ammer's Reference Manual (Intel) 

Server PC Model 100 Diagnostic and Service Guide 

Server PC Model 100 Installation Guide 

Server PC Model 200 Diagnostic and Service Guide 

Server PC Model 200 Installation Guide 

Server PC Serial Conmiunications Processor Option Technical 

Reference 
Server PC Technical Reference 
Weitek 1167 Coprocessor Documentation 



SERVER PC SYSTEM SOFTWARE MANUALS 

CTIX/386 Administrator's Guide 

CTIX/386 Operating System Manual 

CTIX/386 Operations Guide 

CTIX/386 Programmer's Guide 

CTIX/386 Programmer's Guide Supplement 

UNIX System V Documentor's Workbench Technical 

Discussion and Reference (AT&T) 
Documentor's Workbench Software User's Guide (AT&T) 
Merge 386 User's Guide 

UNIX System V Intel 80286/80386 Computer Version Network 

Progranimer's Guide (AT&T) 
UNIX System V 80286/80386 Computer Version Streams 

Primer (AT&T) 
UNIX System V 80286/80386 Computer Version Streams 

Progranmier's Guide (AT&T) 
UNIX System V 80386 Version User's Guide (AT&T) 
UNIX System V Assist Software Development Tools Guide 

(AT&T) 

UNIX System V Assist Software User's Guide (AT&T) 
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Server PC Documentation Sets 



The following sets of manuals are prepackaged for your convenience. 
Most of these sets contain all the manuals you need to fiilly mstall or 
set up the indicated hardware or software. 



SERVER PC MODEL 200 
HARDWARE TECHNICAL 
REFERENCE SET 
DZZ-7101 

80386 Hardware Reference Manual 
80386 Programmer's Reference 
Manual 

80386 S^tem Software Wpfit's 
Guide 

80387 Programmer's Reference 
Manual 

Server PC Serial Conmiunications 
Processor Option Technical 
Reference 
Server PC Technical Reference 
Weitek 1167 Hardware Reference 
Manual 



CnX/386 OPERATING SYSTEM 

SOFTWARE SET 

DZZ-7201 

CTIX/386 Admiiustrat<^'s Ouide 
CTIX/386 Operating ^rstem Manual 
CTIX/386 O^eratioi^ Guide 
CTIX/386 Programmer's Guide 
Merge 386 User's Manual 



UNIX System V Intel 80286/80386 

Computer Version Network 

Prc^ammer's Guide 
UNIX System V Intel 80286/80386 

Computer Version Streauns 

Primer 

UNIX System V Intel 80286/80386 

Computer Version Streams 

Programmer's Guide 
UNIX System V Intel 80286/80386 

Computer Version User's Guide 
UNIX System V Assist Software 

User's Guide 
UNIX System V Assist Software 

Development Tools Guide 



SERVER PC MODEL 200 
HARDWARE 

SERVICE/MAINTENANCE SET 
DZZ-7105 

Server PC Model 200 Diagnostic 

and Service Guide 
Server PC Model 200 bstallation 

Guide 

Serret PC Swial G^omninications 
Processor Option Technical 
Re£n«oce 

Sen^ PC Tedmical Reference 
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Alphabetic Listing 



Alphabetic Listing 



286i 3270 Terminal Emulator 

See also Series 286i Administrator 

Isted. 11/81 30pp 
DJ-200 



2861 Installation 

End User 

Isted. 2/88 88pp 

DHA-150 

Introduces the Series 28^ 
workstation and gives ^ep- 
by-step setup instructions. 
Includes information on 
installing memory expansion 
cards, attaching peripheral 
devices. Has information about 
carii^ for the workstation and 
troubleshooting the installation. 



Describes the 3270 emulator 
packs^e, including standalone 
and cluster operations and 
virtual terminal interface. 



80386 Hardware Reference 
Manual (Intel) 

Developer 
1986 205pp 
DHA-143 

Detailed functional discussion 
of the 80386 microprocessor, of 
interest primarily to hardware 
designers. 



2780/3780 RJE Terminal 
Emulator 

Administrator 

Isted. 10/81 75pp / "™ 
DJ-250 / — 

Describes the installation and 
use of the 2780/3780 RJE 
Terminal Emulator, including 
remote job entry, interactive 
use, conf^;uration files, and 
commands. 



80386 Programmer's Reference 
(Intel) 

Programmer 
1986 3l8pp 
DHA-142 



Covers tile 80386 software 
architect^^ Discusses applica- 
tion and system progranuning, 
and con^tibility issues. This 
mni^iial ^s6 includes the com- 
plete instruction set for the 
microjMYK^essor. 
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80386 System Software Writer's 
Guide (Intel) 

Programmer 
1986 200pp 
DHA-144 

80386 microprocessor 
programming mformation. 



80387 Programmer's Reference 
antel) 

Programmer 
1987-^300pp 
DHA-145 

Functional description, 
programming information, and 
instruction set for the 80387 
floating-point coprocessor. 



ACCELL'" RDBMS Manuals 

End User 

These manuals provide 
reference information on how to 
use the database tools for 
maintenance, security, data 
dictionary reports, screen 
forms, data entry, queries, and 
list processing. 

Direct HLI Programmer's 
Manual 

Programmer 

Describes programming in the 
UNIFY database environment. 
It describes how to des^ a 
database and customize UNIFY 
tools, and lists possible error 
messs^es. COBOL and C 
interfaces to UNIFY are also 
described. 



ACCELL"/E 1.1 MANUALS 

ZMC-200 

ACCraX'" Deveiopnient 
Environment Mrauals 

Programmer 

This set of manuals provides an 
appUcation tutorial, a developer 
tutorial, and a comprehensive 
reference. 



ART DESIGNER'" MANUALS 

ZGA-240 

Art Designer:'" Charts and 
Drawings 

End User 

2nd ed. 5/87 410pp 

Details the functions, 
commands, options, and capa- 
bilities of the Art Designer 2.0 
software. (Continued) 
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ART DESIGNER' 

(continued) 



MANUALS 



Getting Started with Drawings 

End User 

2nded. 10/87 87pp 

Explains how to use the 
Ihrawing tools of the Art 
Designer software to create 
your own drawings. You learn 
how to draw an organization 
chart, which includes circles, 
squares, and lines as well as 
how to move and resize the 
shapes you draw. ^ 
i ^ 



QASIC Compiler 

Programmer 
Isted. 11/82 lOOpp 
Update Notice 1 11/87 74pp 

The BASIC Compiler manual 
describes how to use the 
BASIC Compiler. 



C Programming Language 

5ee fflGH C MANUALS 

or Workstation C Pro^anuner's 

Guide 



Assembly Language 

See PROGRAMMING TOOLS 

MANUALS 



Asynchronous Terminal 
Emulator 

5ee EXECUTIVE MANUALS 



BASIC MANUALS 

ZD-300 

/' 

BASIC 

Programmer 

2nd ed. rev. 6/84 240pp 
Update Notice 1 11/87 58pp 

The BASIC manual describes 
the BASIC langu£^e syntax. 
(BASIC Interpreter) 



ClusterCard'" Technical 
Reference 

Technician, Developer 
1st ed. 6/87 42pp - 
DHA-130 

Contains a functional block 
level hardware description and a 
software isA^iice summary for 
the ClustorCtt^ Also includes 
a descriptk>n of ClusterCard 
diagnos tic tests. 



ChiStelSfaare AutoBoot User's 

^OLUSTERSHARE 
USER'S lilANUALS 
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CLUSTERSHARE'" MAIL 
MANUALS 

ZTB-100 

Getting Started with 
OusterShare'" Mail 

End User 

Isted. 9/87 20pp 

Introduces Personal Computer 
users to the electrcmic mail 
environment. It provides 
step-by-step instructions for 
using the basic mail operations 
to create, send, file, open, reply 
to and^iscard messages. 

ClusterShare'" Mail User's 
Guide 

End User 

Isted. 9/87 150pp 

Provides descriptions of all the 
ClusterShare mail operations 
and features, including 
step-by-step procedures. This 
guide assumes that you are 
already familiar with the basic 
ClusterShare mail operations. 
If you are not, refer to Gettirig 
Started with ClusterShare Mail 
before you use this guide. 



ClusterShare'" SNA 3270 
Terminal Emulator User's 
Guide 

End User 

Isted. 12/87 41pp 
DCA-140 

Explains how to set up and use 
an IBM-PC (or compatible) as a 
terminal emulator that commu- 
nicates with network-ba^ 
applications, such as CICS and 
TSO. It includes instructions 
for software installation and 
batch-file configuration. 



CLUSTERSBUOtE'" USER'S 
MANUALS 

ZNB-100 

ClusterShare'" AutoBoot'" 
User's (ruide 
End User, Administrator 
Isted. 12/87 68pp 

Explains how to use, install, 
administer, and troubleshoot 
the AutoBoot feature of 
ClusterShare. (Continued) 
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CLUSTERSHARE'" USER'S 
MANUALS (continued) 

dnsterShare'" User's Guide 
End User 

Isted. 6/87 104pp 

Explains how to install the 
ClusterShare Service and the 
ClusterShare PC software, 
includes instructions for using 
the ClusterShare Utilities, and 
gives troubleshooting 
information. 



COBOL 

See COBOL MANUALS 
or HIGH PERFORMANCE 
LEVEL n COBOL 
MANUALS 
or LPI COBOL 



COBOL MANUALS 

ZD-100 

COBOL 

Programmer — — 

2nded. 4/82 466^ _ 

The COBOL manual provides 
detailed information on 
COBOL language syntax. It 
also describes how to use the 
COBOL Compiler and how to 
run COBOL programs. 



COBOL Animator 

Programmer 
Isted. 3/83 49pp 

Describes how to use the 
Animator, a COBOL oriented 
debugger. Includes instructions 
on compiUng a COBOL 
program for use with the 
Animator and hsts Animator 
commands and subcommands. 



Color Monitor 

Technician 
2nded; 5/86 46pp 
EN-090 

Service manual for the' 15-inch 
color monitor (VC-002). 
Describes the major compo- 
nents and groups of circuitry 
and includes a steprby-step 
disassembly procedure. 



Context Manager^" 

End User, A^ninistrator, 
Programmer 
2nd ed. 10/86 ISOpp 
^T-690 

Describes how to use, install, 
configure, and troubleshoot the 
Context Manager. Also 
includes information on pro- 
graitiining applications to run 
undd'CM. 
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Context Manager/VM'" 

End User, Administrator, 
Programmer 
2nded. 5/87 250pp 
DTA-140 

Provides step-by-step 
instructions on how to use the 
Context Manager, with or 
without Windows: Describes 
how to set up the Context 
Manager/VM and provides 
information for the program- 
mer, such as procedural inter- 
faces Jor the Context Manager 
and IntCTContext Message 
Server operations. 

CT-DBMS'" Manual 

Administrator, Programmer 
2nded. 12/85 337pp 
DM-200 

Describes the CT-DBMS data- 
base mans^ement system includ- 
ii^ concepts, administration, 
maintenance, and procedural 
interface. 

CTIX"'/386 Administrator's 
Guide 

Administrator 
Isted. 3/88 2 vols 
DAC-340 

Discusses administration and 
maintenance procedures for a 



CTIX/386 system, including how 
to use available commands and 
tools. 



CTIX'"/386 Operating System 
Manual 

Programmer 

1st ed.* 6/87 4 vols. 

Update Notice 1 3/88 575pp 

DAC-300 

Complete, indexed reference to 
operating system commands, 
system calls, subroutines, and 
file formats. Shippable outside 
CT only in conjunction with 
customer- purchased software 
and license agreement. 



CTIX'V386 Operations Gidde 

End User, Administrator 
1st ed. 3/88 235pp 
Update Notice 1 6/88 92pp 
DAC-330 

Provides an introduction to the 
CTIX/386 operating system and 
explains the proper procedures 
for setting up and maintaining a 
CTIX/386 system. Documents 
the new capabilities of the 
adman program to manage the 
functions that Remote File 
Sharing adds to the CTIX/386 
operating system. 
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CTIX^"/386 Programmer's 
Guide 

Programmer 

Ist ed. 6/87 2 vols. 

Supplement 9/87 264pp 

DAC-320 

Detailed explanation of 
standard SVR3 programming 
tools and operating system 
facilities. Shippable CHitside CT 
only in conjunction with 
customer-purchased software 
and Ikense agreement. This 
product also includes the 
Supplement listed below. 



CTIX'V386 Programmer's 
Guide Supplement 

Programmer 
Isted. 9/87 264pp 
DAC-321 

Detailed explanation of 
programmii^ topics not covered 
in the Programmer's Guidey 
including the CTDC/386 
assembler. 



-NEW' 

CnX'" Administn^on Tools 
Manual 

End User, A(bninistrator 
2nd ed. (5/88) 212pp 
DAC-210 

Provides an introduction to 
system administration for CTDC 



6.0 (and later releases) and 
explains how to use the adininis- 
tration tools to automate certain 
administration tasks. This 
manual and the appropriate 
CnX administrator's reference 
manual provide a complete set 
of system administration 
instructions. 

See also MIGHTYFRAME 
SERIES ADMINISTRATOR'S 
MANUALS 



CnX'" BASIC Interpreter and 
Compiler 

Programmer 
Isted. 6/86 323pp 
MB-100 

Describes the BASIC langus^e, 
the built%i editors with which 
source files can be created, and 
the use of both the interpreter 
and compiler to create and 
execute BASIC programs. 



CnX"" BSC 2780/3780 RJE 
TCTmfand l|tn»i»tor Manual 

^it Vser, Administrator 
Isted. 4/85 115pp 
Siq^^nmt 2/38 2pp 
CM-278 

Deii^!^>es tl|e daemon, configu- 
ratk^i ^Ibs» operational, main- 
tenance, and line monitoring 
utiKtics, CnX BSC device 
drivers, and Ae CTOS server 
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(S/1280 conj^urations only), 
which are components of the 
Terminal Emulator. 

CTIX" BSC 3270 Terminal 
Emulator Manuid 

End User, Administrator 
Isted. 4/85 97pp 
CM-327 

Describes the IBM Information 
Display System components 
emulated by the 3270, CTIX 
BSC device drivers and servers, 
and operational, maintenance, 
and line monitoring utilities. 



CnX^" Enhanced FORTRAN 
and Pascal Debu^er 

Programmer 

1st ed. 5/86 56pp 

DDC-200 

Describes the interactive 
execution and debi^gii^ of 
Enhanced FORTRAN and 
Pascal programs, includii^ 
reference material on Debi^er 
concepts and commands, and 
examples of Debugger sessions. 



CnX"* BSC 3270 Terminal 
Emulator Manual 

End User, Administrator 
2nded. 2/88 lOOpp 
DCC-140 

Describes how to use, set up, 
and maintain the CTIX BSC 
3270 Terminal Emulator soft- 
ware, vfldch allows almost any 
standard ASCII terminal to 
emulate a 3270 display station. 
(S/MT; Server PC) 



CnX™ Forms 
End User, Programmer 
2nded. 7/85 180pp 
MF-100 

This manual describes how to 
use the Forms Editor to create 
and verify a form and how to 
write subroutine calls to use the 
form in CTIX ^plications. It 
also includes complete C and 
COBOL programming 
examples. 
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CnX" FORTRAN 
Programmer 
2nded. 4/86 283pp 
MR-100 

Functions as a reference and 
user's guide for both the stan- 
dard and enhanced versions of 
CTIX FORTRAN. 



CnX'" FORTRAN and Pascal 
Debugger 

Programmer 
Isted. 5/86 60pp 
MR-200 / 

Describes interactive execution 
and debugging of standard 
FORTRAN and Pascal pro- 
grams, including reference 
material on Debugger concepts 
and conunands and examples of 
Debi^er sessions. 



CnX"* Intemetworidng 

End User, Administrator, 
Programmer 
Prelun. 6/86 282pp 
DNC-120 

Functions as a tutorial and 
reference guide for users, 
administrator, and pro- 
grammers. Describes CTDC 
internetworking concepts, how 
to use network commands, and 
how to set up and manage a 
network. 



CnX™ ISAM 
Administrator, Programmer 
Isted. 7/84 65pp 
MI-200 

Documents the CTDC ISAM 
software package. It provides a 
tutorial on writii^ ISAM appli- 
cations, describes ISAM pro- 
cedures, and presents informa- 
tion about utilities designed for 
ISAM maintenance. 



CnX'" Network 
Administrator's Guide 

Administrator 
Isted. i/88 166pp 
DNC-180 

The CTIX Network Administra- 
tor's Guide describes how to set 
up and manage netwwks on 
CTDC systems. It is intended 
for a variety of audiences, from 
novice to experi^ced adminis- 
trators. Use the guide in con^ 
junction with your S/MT Series 
Administrator's Reference. 

CnX'" Operating System 

(tosion A) 

Programmer 

3rd ed. 12/84 2 vols. 

MN-101 

Describes the commands, 
system calls, libraries, data 
fileSy and device interface that 
make up the CTIX operating 
system. 
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CnX'" Operating System 
(Version B) 

Programmer 
Isted. 5/86 2 vols. 
Update Notice 1 5/86 406pp 
DAC-100 

This 2-volume set describes the 
commands, system calls, 
libraries, data files, and device 
interface that make up the 
CTIX (^erating system. 



CnX'" Operating System 
Manual (Version C) 
Programmer 
Isted. 9/87 4 vols. 
DAC-200 

This 4-volume set describes the 
commands, system calls, 
libraries, data files, and device 
interface that make up the 
CTIX operating system. 



CnX'" Pascal 

Programmer 

2nd ed. 5/86 243pp 

MP-lOO 

Complete reference for both Ae 
standard and enhanced versions 
of dlX Pascal. It is also a 



user's guide fo^ writii^, trans- 
lating, linking, and executii^ 
Pascal programs. 



CnX"* SNA 3270 Temunal 
Emulator Manual 

Adnmustrator, End User 
Isted. 12/85 168pp 
Supplement 3/88 3pp 
ME-327 

Outlines the features and 
functions of the SNA 3270 
Terminal Emulator for the 
CTDC operating system. Pro- 
vides detaUed instructions for 
using, instidling, configuring, 
and troubleshooting the 
Emulator software. 



-NEW- 

CTIX" SNA LU 1>pe 6.2 
APPC Server Manual 

Developer, Programmer, 
Administrator 
Isted. 7/88 176pp 
DCC-113 

Describes the programmatic 
interface of the CTIX SNA LU 
Type 6.2 APPC Server and also 
provides detailed conjuration 
information. 
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CHX"* SNA Network Gateway 
Mumai 

Administrator 
Isted. 3/86 122pp 
Supplement 3/88 5pp 
DCC-110 

Provides technical infoimation 
and operation procedures for 
the installation, configuration, 
operation, and maintenance of a 
CTIX SNA Network Gateway. 
Also defines IBM SNA general 
concepts and describes the 
Gateway components. 

. X 

-NEW- 

CTDL'" SNA PU Type 2.1 
Networic Gateway Manual 

Administrator 
Isted. 9/88 146pp 
DCC-112 

Provides a complete description 
of the Gateway along with 
installation, configuration, 
operation, maintenance, and 
troubleshooting procedures 
deseed to aid the adminis- 
trator. 



RJE application systems. 
(S/Mt Series) 



CnX™ TCP/IP Networidng 

Programmer 
Isted. 3/85 40pp 
MI-300 

This manual documents the 
CTIX TCP/IP networking 
packj^es, collections of 
programs that support 
networking on CTIX-based 
systems. (MiniFrame only) 



CnX™ SNA RJE 

End User, Programmer, 

Administrator 

2nd ed. 2/88 lOOpp 

DCC-131 

Describes the SNA RJE sub- 
system. Descries user interface 
features for user- defined RJE 
application ^tems. (Server 
PC) 



CTIX" SNA RJE 
Administrator, Operator, 
Programmer 
Isted. 10/86 IWpp 
DCC-130 

Describes the SNA RJE sub- 
system. Describes user inter- 
face features for user-defined 



CnX'* X.2|||i^ork Gateway 
AdnM^H^t Programmers 
Isted. 10/87 287pp 
DNCt160 

Det^iil^ liow to set up and 
m»Dtiiil X.25 Network 
Gaie«n^ im CTIX systems. 
For :^ogrammers, the manual 
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also ^ves instructions for 
creating user application 
programs to run in conjunction 
with the Gateway. The Gatewg^r 
is a software product that 
enables users of S/MT and 
Server PC systems to participate 
in packet-switching, wide area 
networks. 

CnX'" x.25 Terminal/Host 
Adapter 

End User, Administrator 
Isted. 11/87 197pp 

DNCa70^ 

When used with the CHX X.25 
Network Gateway, enables com- 
munication between a CTIX 
system and a host computer on 
an X.25 pubUc data network. 
The manual describes how to 
set up and maintain its two 
components, the PAD and the 
Host Adapter, on CTIX 
systems. 

CT-MAIL" 

ADMINISTRATOR'S 

MANUALS 

ZTA-120 

CT-MAIL'" Administrator's 
Reference 

Administrator 

5th ed. 9/87 2 vols. 

Provides the administrator with 
instructions for installing, con- 
figuring, and maintaining the 



CT-MAIL elettrcnnc nuul 
system. 

Modem Server Reference 

AdnUnistratof, Progreonmer 
Isted. 2/86 188pp 

Describes the configuration, 
installation, maintenance, and 
progr^nmatic interface of the 
Modem Server. 



CT-MAEL'" Programmer's 
Reference Manual 

Programmer 
Isted. 1/85 llOpp 
DT^l 

Describes the procedural inter- 
faces to three CT-MAIL subsys- 
tems: The Mail Server, the 
Message Facilities, and the 
Modem Server. Includes 
troubleshootii^ and 
programming examples. 



CT-MAIL'" Terminal User's 
Guide 

End User 

Prelim. 10/84 72pp 
DT-420 

Describes equipment setup, 
signing on, creatii^, sending, 
receivii^ and filing mail 
messages from a remote 
temunal. 
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CT-MAIL^" USER'S 
MANUALS 

ZTA-100 

G€mag Started with 
CT-MAIL^" 

End User 

1st ed. 9/87 21pp 

Introduces the first-time user to 
the CT-MAIL electronic mail 
system. It provides step-by-step 
instructions for using the basic 
CT-MAIL operations to create, 
send, file, open, reply to and 
discard messages. 

CT-MAIL - User's Guide 
End User 

4th ed. 10/87 162pp 

Provides descriptions of all the 
CT-MAIL operations and 
features, including step-by-step 
procedures. This guide assumes 
that you are already familiar 
with the basic CT-MAIL opera- 
tions. If you are not, refer to 
Getting Started with CT-MAIL 
before you use this guide. 



CT-Net^" Reference 

Administrator, Programmer 
2nded. 2/86 299pp 
DJ-600 

Provides information for 
administrators (m installing, 
configuring, maintaining, and 



monitoring their local nodes, 
and on communicating with 
remote nodes. 



-NEW- 

CTOS - Office AppUcations 
Programmer's Guide 

Developer, Programmer 
Isted. 7/88 269pp 
DAA-145 

Explains how to write software 
appUcations that mterface 
directly with Convei^ent appli- 
cations. Includes Context 
Manager, Document Designer, 
Art/Chart Designer, Business 
Graphics, and Extended 
Multiplan. 



CTOS 9.9 and CTOS/VM 
&e CTOS/VM titles 



CTOS - Operating System 

Programmer 

4th ed. 12/83 473pp 

DA-lOO 

Describes the CTOS Operating 
System concepts and 
operations. Topics include 
parameters, I/O memoiy, 
messages, timers, system 
services, virtual code, and 
interrupts. Addition^, it 
contains the ^tm structure 
formats. (S/1280 mily) 
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CTOS Programmer's Guide 

Programmer 

6th ed. 4/88 295pp 

DAA-160 

Describes how to prc^am 
under the CTOS Operating 
System. Reader-selected topics 
include stack and calling con- 
ventions, customizing byte 

streams and writing interrupt 
handlers.^ 



CTOS™ System 
Administrator's Guide 

Administrator 
Isted. 10/87 741pp 
Update Notice 1 4/88 123pp 
DAA-115 

Describes the administrative 
aspects of the CTOS and 
CTOS/ VM operating systems. 
Topics include setting-up 
various operating system types, 
installing system services, 
adding application software, 
and installing peripheral 
devices. In addition the manual 
describes SRP and workstation 
configuration, system protec- 
tion, natiomtUzation, and 
operating system customization 
(SysGen). 



CTOS/VM'" Concepts 

Programmer 

Isted. rev. 9/88 774pp 

DAA-100 

Describes the following operat- 
ing systems: CTOS/VM 
(l^otected mode) and CTOS 
(real mode) for workstations, 
and<rrOS/^>RP (real mode) for 
ShamL Resource Processors. 
Topics include panuneters, I/O, 
memory, messages, timers, 
system services, virtual code, 
interrupts, and administration. 



CTOS/VM™ Reference 

Programmer 

Isted. 3/87 725pp 

Update Notice 1 10/87 384pp 

Update Notice 2 5/88 436pp 

DAA-i;0 

Togettier witii CTOS/VM Con- 
cepts, describes each op^ation 
contained in the System Im£^e 
and in the standard object 
module library, CTOS.lib, for 
the CTOS/VM, CTOS, and 
CTOS/SRP operating systems. 
Also contains the format of 
each s^tem structure. 
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CWS" Hardware 
Technician, Developer 
Isted. 5/85 208pp 
CW-100 

Describes operation and instal- 
lation procedures for the CWS 
workstation, as well as its archi- 
tecture, software interfaces, 
theory of operation, external 
interfaces, and hardware speci- 
fications. 



-NEW- 

Debugger Training Package 

Programmer 

5th ed. 9/88 "275pp; diskette 
ZAA-300 

Describes how to use the 
Debi^er commands to debug 
programs on real and protected 
mode operating systems. The 
manuals provides hands-on 
exercises ih using the commands 
as well as debugging tips. 
Experience with systems or 
£q>plications programming is 
assumed, and some ^amiliari^ 
with the Intel 8Gbr86 instruction 
sets is recommended. 



DOCUMENT DESIGNERS- 
MANUALS 
ZTA-300 

Dociunent Designer: Office 
Publishing 

End User 

Isted. 4/88 15(^p 

This book explains the pubhsh- 
ing features of Document 
Designer, including fonts, 
columns, integration of graphics 
into text, footnotes, table of 
contents, cross-references, 
outline processing, and voice 
annotations. Familiarity with 
the basics of Document 
Designer is essential (see 
Document Designer: Word 
Processing). 

Document Designer s" Quick 
Reference Card 

End User 

Isted. 5/88 2pp folded 

Document Designer: System 
Administavtion 

Administrator 
Isted. 3/88 78pp 

Describes how to set up 

Document Designer and 
customize it to smt individual 
users' needs. It also includes 
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information on how to maintain 
a Document Designer installa- 
tion, how to transfer documents 
between systems, as well as how 
to troubleshoot certain common 
problems. 

Docoment Designer: s" 
Time-Saying Tools 

End User 

Isted. 4/88 137pp 

Describes features of Document 
Desi^er that help you save 
time and work more efficiently. 
It provides step-by-step proce- 
dures and reference iMorma- 
tion on how to use phrases, 
create predefined forms, pro- 
duce customized form letters, 
sort and select entries from a 
list, create mailing labels, use 
macros, and perform mathema- 
tical calculations. To use this 
book, you must already be 
familiar with the word process- 
ing features of Document 
Designer. 

Docoment Designer: s" Word 
Processing 

End User 

Isted. 3/88 164pp 

This book provides step-by-step 
procedures and reference infor- 
mation on the following word 
processii]^ tasks: creating, edit- 



ing, and formattii^ documents; 
searching and rep^temug tod; 
checking for spellii^ errors; aad 
reviewing and jnintii^ doctt<' 
ments. This book assimes titetf 
you are already famiUar witii 
basic word ptocessii^ tmsks, 
such as moving the curscv and 
entering text. If ycm are i^, 
refer tb Getting Started wiOi 
Document Designer: Word 
Processing before you me this 
book. 

Getting Started with Docoment 
Designer: Office PobHsiiiiic 

End User 

2nd ed. 8/87 60pp 

Provides step-by-stq) instructitm 
on how to use tbe Document 
Des^er to integrate spread- 
sheets, pie charts, and Art 
Designer objects into word 
processed text; to ass^ fonts 
and set type sizes; and to woriL 
with text that has multiple 
objects. 

Getting Started with Docoment 
Designer: s" Word Procesidi^ 

End User 

3rd ed. 3/88 51pp 

Explains how to use basic 
Document Designer commands 
to create a sample letter. 



Documciit Interchange 
Managemimt System 

End User, Administrator 
Isted. 12/87 137pp 
DNA-210 

Describes how to use the 
Document Content Translation 
Manager to translate a Docu- 
ment Designer document into a 
format called Revisable Form 
Texty which can be used by 
many other word processing 
systems. It also describes how 
to use the Document Inter- 
change Mans^er to exchange 
formatted documents wi^^sers 
in a DISOSS network. Instruc- 
tions for settii^ up the network, 
maintaining network users, and 
troubleshooting are also 
included. 



Dual Floppy Disk 

Technician, Developer 
2nded. 6/84 134pp 
Update Notice 1 6/86 61pp 
EN-020 

Describes the architectw«,-«oft- 

ware interfaces, theory of 

operation, external ii^terfaces, 
and hardware specifications for 
the disk drives and controller in 
the Ngen floppy disk module. 
It also contains drive specifica- 
tions as published by the drive 
vendors. 



Editor 

See EXECUTIVE MANUALS 



Enhanced BSC 3270 Emulator 

End User, Programmer, 
Administrator 
Isted. 3/84 lOOpp 
DJ-700 

Describes the operation of the 
CRT and printer subsystems 
for the end user, installation 
instructions for the systems 
administrator, and a 
description of the Control Unit 
Emulator for the programmer. 



-NEW- 

Enhanced Video Supplement 

Technician, Developer, 

Programmer 

1st ed. 6/88 19pp 

DHA-148 

Supplements the Processor: 
Model CP-002 and Processor: 
Model CP'003 manuals. 
Explains the differences 
— be tween the existing' I/O Video 
portion of the CP-002 and 
CP-003 processor and the 
CP-0A2 and CP-0A3 danced 
Mdeo processors. 
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Ethernet Controller 

Technician, Developer 
PreUmed. 12/86 llTpp 
EN-120 

Describes the architecture, soft- 
ware interfaces, theory of 
operation, external interfaces, 
hardware specifications for the 
NGEN Ethernet Controller 
module. 



EXECUTIVE MANUALS 
ZAA-100 

Asynchnmous Terminal 
Emulator Manual 

End User, Administrator 
2nded. 3/85 lOOpp 
Update Notice 1 9/87 53pp 

Describes how to use ATE to 
transfer files, access a wire 
service and troubleshoot a serial 
printer. Provides detailed 
instructions on how to run, alter 
and troubleshoot ATE including 
creatii^ a script file and a 
description of protocols. 

Editor 

Programmer 

5th ed. 10/87 140pp 

Describes how to use the Editor 
to create or modify an ASCII 
text file. 



Executive 

End User, Administrator, 

Programmer 

4th ed. 3/87 450pp 

Update Notice 1 9/87 86pp 

Update Notice 2 4/88 48pp 

Addresses command execution, 
file management and protec- 
tion, and ]H'ogram invocation. 
Also provides descriptions and 
details about parameter fields 
for Executive commands. 



-NEW- 

Executive User's Guide 

End User, Administrator, 

Programmer 

Isted. (8/88) 130pp 

DAA-125 

Introduces the most conunonly 
used Executive utilities and 
features. It provides step- 
by^step procediffes for perform- 
ing many tasks, such as copying 
files, backing up disks, ^d 
creating macrocommands. This 
guide also includes detailed 
information about using the file 
system. 
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EXTENDED MULTIPLAN'" 
MANUALS 

ZTA-250 

Extended Multiplan^" Reference 

End User 

2nd ed. 5/88 412pp 

Describes all aspects of each 
command, function, and option 
contained in the Extended 
Multiplan software. First, you 
learn about the screen and the 
keyboard, then each command 
is described (in alphabetical 
order) and finally all functions 
are defined (also in alphabetical 
order). 

Extended Multiplan User's 
Guide 

End User 

2nded. 5/88 186pp 

Contains thorough, step-by-step 
procedures that show you how 
to create, edit, print, and save 
worksheets in Extoided 
Multiplan. 

Getting Started with Extended 
Multiplan"' - 

End User / 

Isted. 9/85 23pp 

Introduces you to Extended 
Multiplan by teachii^ you how 
to create a sample buci^et. You 



learn how to enter text and 
numbers, get online help, and 
save your work. / 



Floppy/Hard Disk 

Technician, Developer 
2nded. 6/86 282pp 
Update Notice 1 2/85 46pp 
Update Notice 2 4/85 45pp 
Update Notice 3 6/86 78pp 
EN-100 

Describes the architecture, soft- 
ware interfaces, theory of 
operation, external interfaces, 
and hardware specification for 
the disk drives and controUers 
in the Floppy/ Hard Disk 
module. It also contains hard- 
ware specifications for the disk 
drives as published by the drive 
vendors. 

Font Designer 

Programmer 
2nded. 2/84 49pp 
DT-150 

Describes how to design a new 
c haracter set for display on a 
workstation monitor. The Font 
Designer produces vector fonts, 
as opposc^l to the raster fonts 
that are produced with the 
Raster and Icon Font Designer. 
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Forms 
Programmer 
Isted. 12/80 108pp 
DM-100 

Describes how to use the Forms 
Editor, and how to interactively 
design and edit forms. Also 
included is a description of 
how the Forms run time tis 
called fi'om an application 
program to dispky forms and 
accept user input. 



FORmAN 
Programmer 
Isted. 3/81 123pp 
DD-150 

The FORTRAN manual des- 
cribes the FORTRAN language 
syntax and includes instructions 
for usmg the FORTRAN Com- 
piler in the CTOS environment. 
Additional topics include how 
to compile and link FORTRAN 
programs and how to con^ore 
FORTRAN with non- 
FORTRAN procedures. 



FORTRAN-86 

Programmer 

2nd cd. 12/85 355pp 

DD-160 

Describes the FORTRAN-86 
language syntax imd includes 
instructions for usii^ the 
FORTRAN-86 compiler in the 
CTOS environment. 



-NEW- 

GC.102 Technical Reference 
Manual 

Technician, Developer, 
Programmer 
Isted. 8/88 36pp 
DHA-135 

Documents the GC-1Q2 Video 
ControHer board. Information 
includes a description of major 
components, specifications, 
interconnect wirelist, functional 
description, and software inter- 
faces. Use \rith the 5^ne5 2^' 
Hardware Manual and the Series 
38^ Technical Reference 
Manual. 



Generic Print System 
Programmer's Guide 

Programmer 
Isted. 7/86 205pp 
DA-180 

It's a guide for writing appli- 
cations that use the G^eric 
Print System or the Generic 
Print Access Method. It 
includes descriptions of the 
Generic Print System and the 
Generic Print Access Method 
operations. 



Getting Started with 
ClusterShare Mail 

See CLUSTERSHARE MAIL 
MANUALS 
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Getting Started with CT-MAIL 

See CT-MAIL USER'S 
MANUALS 



Gettii^ Started witli Document 
Designen OfiQce Publishing 
See DOCUMENT DESIGNER 
MANUALS 



Getting Started with Document 
Designen 1¥ord Processing 

See DOCUMENT DESIGNER 
MANUALS 



Getthig Started with Drawings 

See ART DESIGNER 
MANUALS 



Gettfaig Started with Extended 
Muitiplan 

See EXTENDED MULTIPL AN 
MANUALS 



Getting Started with y6ur - 
Workstation 

Eiui User 

Isted. (5/88) 61 pp; disk:ette 
ZAA-250 

Teaches new users the basics 
about using a worlcstadon. It 
includes a diskette and a book- 



let with step-by-step lessons for 
installing a software application, 
usii^ an application, using / 
Context Manager, performing 
Executive commands, usii^ the 
mouse, and more. 



Graphics Controller: Model 
GC-OOl 

Technician, Developer 
Isted. 12/84 117pp 
EN-110 

Describes the architecture, soft- 
ware interfaces, theory of 
operation, external interfaces, 
and hardware specifications for 
the GC-OOl model NGEN 
Graphics Controller module. 



Gnqphics Controller: Model 
GC-009 

Technician, Developer 
Isted. 6/86 91pp 
GC-103 Supplement 4/88 Ip 
DGA-220 

Provides instructions for 
insta lling model GC-003 of the 
Graphics Controller Module. 
Also provides the functional 
description and tiieory of opera- 
tion for the module, and 
describes software interfaces 
and external interfaces. 
Suppl^ent covers the (jC-103 
card. 
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Graphics Programmer's Guide 
Programmer 
2nded. 8/86 3%pp 
DT-301 

Describes the graphics library 
procedures for allocations and 
systems prc^ammers. In addit- 
ion to an alphabetic reference 
section describii^ all graphics 
procedures, the manual ^icludes 
annotated program examples 
that explain important graphics 
concepts and show typical se- 
quences of procedure calls. 



ccmtains specifications and 
bootstrap error codes. 



Graphics Tenninal Installation 

Technician, Administrator 
Isted. 5/84 30pp 
GT-200 

Describes proce^es for in^all- 
ii^ Graj^cs Terminals and 
connecting terminals and 
peripherals. Also contains 
cable specifications and error 
codes. 



Graphics Terminal Font 
Designer 

End User, Programmer 
Prelim 9/84 30pp 
GT^ 

Describes how to use the 
Graphics Termmal Font 
Des^er packs^e to create, 
edit, and load fonts. 



GrapMcs Terminal Hardware 

Tedmician, Developer 
Isted. 1/85 65pp 
GT-300 

Contains the functional descrip- 
tion, theory of operation, and 
software interface definition for 
the Graphics Terminal; it also 



Graphics Termlnar* 
Programmer's Ckilde 
Programmer 
Prelim. 8/84 65pp 
GT-150 

Describes the terminal's boot 
ROM software and its program- 
mable functions, including text 
and graphic displays, soft fonts, 
window mani^ement, local 
field editing functions, and 
terminal-to-host communica- 
tions. 



GW-BASIC 

See also PC EMULATOR 
MANUALS 
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GW -BASIC Operations 
Guide 

Programmer 
Isted. 10/83 47pp 
DO-350 

Describes how to use the 
GW-BASIC interpreter and 
compiler and cites important 
differences between these 
software products. Topics 
include command line syntax 
and procedures for calling 
assembly lai^;ui^e subrcwtines. 



GW"-BASIC Reference /• 
Programmer 
Isted. 10/83 300pp 
DO-351 

Describes the GW-BASIC lan- 
guage syntax and includes 
instructions for usii^ the 
GW-BASIC editor. Detailed 
descriptions with exan^les are 
provided for each GW-BASIC 
command, statement, and 
function. 



Hard IMsk Upgrades apd 
Eiqpansions / 
Technician, Developer 
Isted. 8/84 108pp 
EN-170 

Describes the architecture, 
software interfaces, theory of 
operation, external interfaces 



and hardware specifications of 
the Disk Upgrade and Disk 
Expansion Modules. Drive 
specifications, as pubUshed by 
the vendors, are available as 
separate pubUcation. Together 
with this manu^, these OEM 
specifications complete the 
drive interface documentation. 



-NEW- 

fflGH C^" MANUALS 

ZDA-200 

High C Language Reference 

Programmer 
Isted. 9/88 220pp 

Answers all machine-dependent 
questions about the C program- 
mii^ lai^;u^e. Topics'include 
declarations, statements, and 
lai^;uage extensions. Familiarity 
with the C language is assumed; 
readers are referred to the 
Kemighan and Ritchie text for 
an introduction to the language. 

High CXibraiy Reference 

Programmer 

Isted. 9/88 200pp 

Describes the organization of 
the I$lg^ C library and presents 
each iibraiy module description 
alphabetic^y. 
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High C Programmer's Guide 

Programmer 
Isted. 9/88 194pp 

Describes how to compile, link, 
and run programs written in 
High C under CTOS. Topics 
include how to create new 
commands, how to use memory 
models, and how to use the 
compiler toggles and meta- 
commands to enhance program 
performance. 



HIGH PERFORMANCE 
LEVEL n COBOL™ 
MANUALS 
ZDA-100 

High Performance LEVEL U 

COBOL'" Operatii^ Guide 

(Microfocus) 

Pro^ammer 

1st ed. (6/88) 67pp 

Provides detailed material on 
compiler operation. This 
Microfocus manual must be 
used in conjunction with 
Introduction to LEVEL II 
COBOL, which provides 
information specific to the 
CTOS environment. 



High Performance LEVEL H 
COBOL'" Error Messages 
(Microfocus) 

Programmer 
Isted. (6/88) 75pp 

Provides a list of compiler error 
messages. Bound with /Zifg/i 
Performance LEVEL II COBOL 
Operating Guide, 

High Performance LEVEL H 
COdM)L'" Pocket Guide 
(Mten^focns) 
Programmer 
Isted. (6/88) 67pp 

Provides a quick reference to 
error information, langw^e 
definition and syntax summary, 
and directives. 

Introduction to LEVEL H 
COBOL'" 
Programmer 
Isted. 5/88 1^^ 

Describes compifiug md 
runnmg a LEVEL U CC»OL 
program in the CTOS environ- 
ment. Also provides infcmna- 
tion on makii^ CTOS calls and 
customizisg the rm-time 
system. Documrats the 
LEVEL n COBCH. Animator. 

(Continued) 
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fflGH PERFORMANCE 
LEVEL n COBOL " 
MANUALS (continued) 

LEVEL n COBOL"" Langoage 

Reference (Microfocus) 

Programmer 

1st ed. (6/88) 543pp 

Provides detaUed information 
on the LEVEL n COBOL 
programming language syntax. 
It describes COBOL concepts, 
input/output functions, 
segmentation, and conamjjiiica- 
tion facilities. It also iflfcludes 
information on programming 
techniques and program sizing. 
Extensions to the ANSI 
standard are included. 



with the SCSI Upgrades and 
Expansions Manual. 



-NEW- 

HSD-320 Technical Reference 

Technician, Developer, 
Programmer 
Isted. 8/88 51pp 
DHA-212 

Docwnents the HSD-320 SCSI 
hard disk upgrade module. 
Information includes a 
description of major compo- 
nents, specifications, inter- 
connect wirelist, ftmctional 
description, and software 
interfaces. Usejwth the SCSI 
Upgrades and Expansions 
Manual. 



HSD-140 Technical Reference 

Technician, Developer, 
Programmer 
Isted. 5/88 50pp 
DHA-206 

Documents the HSI>140 SCSI 
hard disk upgrade pdodule.— - 
Information includes a descrip- 
tion of major components, 
specifications, interconnect 
wirelist, functional description, 
and software interfaces. Use 



HSX-020 Technical Reference 

Technician, Developer 
Isted. 12/87 20pp 
DHA-202 

Documents the HSX-p20 SCSI 
hard disk expansic^ modide. 
Information includes a 
description of major 
component, SCSI ID cable 
connection, specifications, and 
an mterconnect wureUst. Use 
with the SCSI Upgrades and 
Expansions Manual. 
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HSX-140 Technical Reference 

Technician, Developer 
Isted. 12/87 20pp 
DHA-205 

Documents the HSX-140 SCSI 
hard disk expansion module. 
Information includes a 
description of major 
components, SCSI ID cable 
connection, specifications, and 
an interconnect wirelist. Use 
with the SCSI Upgrades and 
Expansions Manual. 



iAPX 286 Pk^grammer's 
Reference (Intel) 

Programmer 
1st 8/85 400pp 
EN-240 

Describes the iAPX 286 
architecture. It includes 
sections on the base archi- 
tecture and uistruction set, real 
address mode, memory manage- 
ment, protection, and inter- 
rupts. There is also a section 
on advanced topics. 



-NEW- 

HSX-320 Technical Reference 

Technician, Developer 
Isted. 8/88 26pp 
DHA-204 

Documents the HSX-320 SCSI 
hard disk expansion module. 
Information includes a descrip- 
tion of major components, 
SCSI ID cable connection, 
specifications, and an inter- 
connect wirelist. Use with the 
SCSI Upgrades and Expansions 
Manual. 

iAPX 186 High Integration 
16-Bit MicroprocessiH* (Intel) 

Technician, Developer 
EN-140 

Descr9>es the architecture of 
the 80186 microprocessor. 



Image Designer"" 

End User, Administrator 
1st ed. 5/88 144^ 
DTA-600 

Shows readers how to use 
Image Designer, a scanning 
product. Readers learn how to 
scan, edit, file, and print 
images. Material is presented in 
step-by-stq> lesscms and in an 
alphabetical tefeteace section 
that describes each tool and 
feature. The manual is writtra 
for all readers, from first tim^s 
to those who have expta^axe 
with Image Desi^er. It also 
includes a cluster for admmis- 
trators, which describes how to 
set up Image Deadlier to work 
with cooperating progran». 
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IntFodiictioB to the PC 
Emulator 

See PC EMULATOR 
MANUALS 



ISAM 

Programmer, Administrator 
2nded. 8/83 372pp 
Update Notice 1 11/87 81pp 
DM-110 

Explains the smgje-user and 
multi-user mdexed, sequential 
access methods as well a^peci- 
fies the procedural mtertaces 
(and how to call them from 
various languages) and the 
utilities. 



KEYBOARD/MOUSE 

MANUALS 

ZN-200 

Keyboard 

Techniciafh Developer 
Isted. 12/83 45pp 

Describes the architecture, the- 
ory of opCTation, and external 
interfaces for the JIGEN fc^ 
board. 

Moose hardware 

Tecfmickm, Developer 
Ist ed. 05/85 32pp 

Inscribes the architecture, soft- 
ware mterfeces, theory of 
operation, external interfaces, 



and hardware specifications of 
the NGEN mouse. 



LEVEL n COBOL 

See HIGH PERFORMANCE 
LEVEL II COBOL MANUALS 



Linker/Ubrarian 

See PROGRAMMING TOOLS 
MANUALS 



LPI-COBOL MANUALS 

ZDC-100 

LPI-COBOL Language 
Reference 

Programmer 

1st ed. 9/86 269pp 

Describes the COBOL language 
as implemented by Language 
Reference, Inc. It is a com- 
plete reference that describes 
the syntax for COBOL features 
as implemented in the 4 
COBOL divisions. 



LPI-COBOL User's Guide 

Programmer 

Ist ed. 9/86 30pp 

Describes how to compile, link, 
load, debug, and run 
LPI-COBOL programs in the 
S/Series CTIX environment. 
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LPI-DEBUG Reference 
Programmer 
Isted. 10/86 81pp 
DDC-111 

Explains the interactive source- 
level debi^ging capability for 
LPI-COBOL and describes the 
use of LPI-COBOL on your 
syst^. 

MegaFnune 

See also S/1280 

MegaErame'" enX'" 
Administration Tools 

Administrator 
Preluned. 6/86 169pp 
DAC-160 

Describes how to administo: a 
MegaFrame CTDC system using 
the CnX administrative tools 
software package and without 
using CTIX Shell commands. 

M^aFrame" CnX'" 
Operating System 

Administrator, Programmer, 
End User 

Isted. 4/86 2 vols. 
DAC-140 

This double-volume set 
describes the CTIX operatii^ 



system, which is derived from 
the UNIX System V op^atii^ 
system. It describes CTIX 
commands, application pro- 
grams, system calls, library 
subrmitines, special fUes, file 
formats, games, miscellaneous 
facilities, and system mainte- 
nance procedures. It is the 
starting point for detailed infor- 
mation about CTIX features. 



MegaFrame"* CTIX"' SNA RJE 
Administrator 
Ei^ineering Update 6/87 
DCC-120 



MegaFrame^" Biardware 

Technician, Developer 
Preluned. 7/86 
Vol 1: 311pp 
31 Vol 2: 290pp 
DHC-200 

Contains the theory of opera- 
tion and software inter&ce for 
all of the boards used in the 
MegaFrame S/1280 computer 
system. The Quarter-Inch 
Cartridge Interface board is 
ali^ described. 
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MegaFrame'" ISAM 

Administrator, Programmer 
Isted. 12/83 84pp 
Ml-lOO 

Describes the Indexed Sequen- 
tial Access Method (ISAM) 
that runs on the M^aFrame 
computer system. It provides 
information on ISAM proce- 
dures, utilities, and server 
installation. 



MegaF^amc^" Multib^ Adapter 

Technician, .Adminisfmtor 
2nded. 6/86 133]^ 
MA-200 

Explains theory of operation, 
bus structure, software inter- 
face, and circuitry of the 
Multibus adapter. It also 
describes how to install the 
adapter and run diagnostic tests. 



MegaFrame^" Multibas 
Ethernet Card 

Technician, AdminiMmtar 

1st ed. 6/86 193pp - 

DHO210 / 

Describes how to install this 
card with the MegaFrame Multi^ 
bus Adapter and how to set up 
an Ethernet network. It also 
contains the software interface 
definition and the OEM manual 
for the Ethernet Card. 



(MegaFrame"') Sort/Merge 

Programmer 
Isted. 8/83 25pp 
MS-lOO 

Describes how to use the Scm^/ 
Merge package to sort records 
by one or more key fields and 
merge and then how to merge 
those sorted records. It pro- 
vides examples of programs in 
BASIC, C, and COBOL that 
call Sort/ Mei^e procedures. 
(It covers all SI Series CTIX 
systems, not just the 
MegaFrame.) 



MegaFrame^" Quarter-Inch 
Cartridge Tape Upgrade 

Administrator, Technician 
Isted. 6/85 17pp 
MQ-100 

Explains the prerequisites and 
the procedures for installii^ the 
Quarter-Inch Cartric^e Tape up- 
grade in a M^aFtame com]Niter 
system. 



Merge 386^" User's Manual 
End user, Administrator 
1st ed. 7/87 388pp 
Update Notice 1. 3/88 63pp 
DAC-310 

Instructions for installii^, 
setting up, using, and 
maintaining the Merge 386 
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software, which runs DOS 
programs in a CTIX/386 
environment. 



MIGmrVFRAME'" SERIES 

ADMINISTRATOR'S 

MANUALS 

DAC-110 



Micropolis Model 1325 
(MicropoUs) 

Technician, Developer 
Isted. 9/85 
EN-178 

Describes the disk drive speci- 
fications as published by the 
vendor. Together with the 
Hard Disk Upgrades and 
Expansions manual, it describes 
the drive interface. 



MightyFrame 

See also S/MT 



MightyFrame^" Peripherals 

Technician, Developer 
Isted. 11/85 203pp 
DHC-140 

OEM manuals for S/MT Series 
peripherals. 



CnX'" Administration Tools 

Administrator 
Prelkn. 5/86 150pp 

Provides an introduction to 
CTIX system adnodnistration and 
explains how to use the system 
administration tools to aiit(»nate 
certain administration tasks. 
This manual and the appro- 
priate CnX administrator's 
reference provide a complete 
set of system administration 
instructions. 

MightyFrame'" Scrws 
Administrator's Reference 

Administrator 
Isted. 5/86 416pp 
Supplement 6/88 9pp 

Defines the responsibilities of 
an S/MT Series system adminis- 
tratcM* and provides procedures 
for the administrator to follow. 
The manual explains the con- 
cepts an administrator must 
understand to maintain an 
S/MT Series computer system, 
including user support, CTIX 
modes, CTDC file systems, 
peripheral devices, and trouble- 
shooting procedures. 
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MightyFrame^" VME Ethernet 
Controller Card 

Engineer, Technician 
Isted. 6/86 70pp 
DHC-145 

Contains installation and 
detailed technical infonnati(»i, 
including software interfaces 
and the theory of operation, for 
the VME Bthemet ControUer 
Card. Instructions for installing 
an Ethernet network can also be 
found in this manual. 



Modem Server Reference 

Administrator, Pn^ammer 
Isted. 2/86 188pp 
DJ-601 

Describes the configuration, 
installation, maintenance, and 
programmatic interface of the 
Modem Server. 



Mouse Services 
Programmer 
Isted. 03/87 74pp 
DGA-230 

Explains the object module 
library and the end-user 
conmiands for Mouse Services. 



MS '"-DOS, Version 2, Macro 
Assembler (Microsoft) 

Programmer 

1983 

DOm 

Describes the Microsoft Macro 
Assembly Utility, Linker 
Utility, Library Marnier, Cross- 
Reference Utility, and 
Debi^er. Includes utility 
pro-ams used for developing 
assembly langu^e programs. 



Monodirome Monitors 

Technician, Developer 
2nded. 2/86 49pp 
EN-180 

Explains the operation and — 
connections of ^e Standard and 
High Resolution Monochrome 
Monitors used widi the NGEN 
workstation. 



Mouse Hardware 

See KEYBOARD/MOUSE 
MANUALS 



MS'" -DOS, Version!, 

Programmer's Reference 

(Microsoft) 

Programmer 

1983 

D0122 

Ck>ntains a description and 
examples of all MS-DOS 2.0 
system calls and interrupts; 
describes how to instaU your 
own device drives; explains disk 
allocation, MS-DOS control 
blocks and work areas, and 
EXE file structure and loading. 
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MS'" -DOS, Version 2, User's 
Guide (Microsoft) 

End User, Programmer 

1983 

DO-120 

Describes MS-DOS and how to 
use it; introduces basic MS-DOS 
concepts; discusses how to start 
using MS-DOS and how to 
format and back up disks. 



MS-DOS, Version 3.3 

5eeK: EMULATOR 
MANUALS 



Multiline Port E]q>ander 

Technician, Developer 
Isted. 5/85 229pp 
EN-200 

Describes the architecture, soft- 
ware interfaces, theory of 
operation, external interfaces, 
and hardware specifications for 
the NGEN Multiline Port 
Expander Module. 



MULUMODE TERMINAL 
EMULATOR MANUALS 

ZCA-300 

Multimode Terminal &nulaUNr 
Reference Manual 

Programmer, Administrator 
Isted. 6/82 162pp 

Used* with the Multimode 
Terminal User's Cjuide, this 
manual provides detailed 
information on contr<riling die 
Multimode Terminator 
Emulator module (MTE) func- 
tions and configuring MTE for 
specific applications. 

Multimode Terminal Emulator 
User's Guide 
End User 

Isted. 06/82 178pp 

Introduces the Multimode 
Terminal Emulator module 
(MTE) and describes the MTE 
video display, keyboard, display 
memory, and advanced opera- 
tions for the X.25 communi- 
cations option. 
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Multiplex PC/Host Database 
Link (Network Innayations) 

End User 

Isted. 12/86 430pp 
DNC-100 

Provides a guide for the new 
user. It assumes no familiarity 
with data processing or database 
management, and it provides 
examples based on the demon- 
stration database supplied with 
the software. 



Network PC'" Technical 
Reference^ 

Technician, Developer 
Isted. 09/87 309pp 
DHR400 

Provides information on the 
theory of operation and the 
software interfaces for this 
^stem. It also includes infor- 
mation on installing ^pansion 
and uf^ade options and setting 
up various system conjura- 
tions. 

Network PC'" User's Guide 
End User 

2nded. 09/87/ 114pp 
DHR420 

Explains how to upgrade, 
install, and set up the 286 and 
386 versions of the Network 
PC, an AT-compatible personal 
computer. Use this manual to 
install expansion cards, disk 



drives, memory upgrades, and 
the 386 Turbo Board Upgrade. 



NGEN'" Installation Guide 

End User 

2nded. 2/88 85pp 
DHA-105 

Introduces the NGEN worksta- 
tion and gives step-by-step 
installation instructions. 
Includes Information on 
installing memory expansion 
cards, attachii^ devices. It 
also includes information on 
workstation maintenance, and 
troubleshooting. 



Office Publishing 

See DOCUMENT DESIGNER 
MANUALS 



Operator 

See Usii^ the Operator 



Pascal 

Brogrammer 

3rded. 9/84 191pp 

Update Notice 1 11/87 197pp 

DP-200 

Describes the Pascal program- 
mii^ language. It provides 
specific information for usii^ 
the compiler and on using 
Pascal to make CTOS calls. 
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PC EMULATOR™ MANUALS 

ZAB-100 



debi^ging programs, and fists 
error messages. 



Introduction to the PC 
Emulator™ 

End User 

Isted. 7/87 35pp 

Describes how the PC Emulator 
packs^e allows workstations to 
emulate an IBM PC AT, runnii^ 
in Real mode by describii^ 
pseudovolumes and how to use 
the MS-DOS Read, Write, and 
Size PSV utilities. It also con- 
tains^tep^by-step procedures 
for using the MS-DOS disk and 
Format utilities. 

MS™ -DOS User's Guide 3.2 

End User 

Isted. 6/87 46pp 

Introduction to the basics of 
MS-DOS. It describes startii^ 
and stopping MS-DOS, using 
commands, disks, files, and 
running a program. 

MS™-DOS 3.2 User's 
Reference 

End User 

1st ed. 6/87 340pp 

Provides detailed material on 
the MS-DOS commands. It de- 
scribes using commands, multi- 
level directories, batch files, the 
line editor (edlin), the file com- 
parison utility, linking and 



PC Emidator™ Hardware 

Technician, Developer 
Prefim 11/87 84pp 
DHA-110 

Describes the software interface 
and theory of operation for the 
NGEN PC-001 module. 



'NEW- 

PC EMULATOR™ MANUALS 
ZAB-100 

GW-BASIC® Inteipreter 
User's Guide: Version 3.2 

Isted. 7/88 143pp 

Provides basic information for 
using the GW-BASIC Inter- 
preter. Assumes familiarity 
with the MS-DOS operating 
system and does not attempt to 
teach GW-BASIC. Describes 
creatii^ and using files, con- 
stants, variables, expression, 
and operators. Also includes 
information about error codes, 
mathematical functions, assem- 
bly language subroutines, and 
communications. (Continued) 
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PC EMULATOR'" MANUALS 

(continued) 

GW-BASIC® Interpreter 
User's Reference: Version 3.2 

Isted. 7/88 279pp 

Describes the GW-BASIC lan- 
gui^e syntax. Gives detailed 
descriptions for each GW- 
BASIC command, statement, 
and function. 

bitroduction to the PC 
Emulator'" 

End User X 
Isted. 7/87 35pp^ 

Describes how the PC Emulator 
allows workstations to emulate 
an IBM PC AT running in real 
mode by describing pseudo- 
volumes and how to use the 
MS-DOS Read, Write, and Size 
PSV utilities. It also contains 
step-by-step procedures for 
using the MS-DOS disk and 
Format utilities. 

MS-DOS® User's Guide: 
Version 3.3 

End User 

Isted. 7/88 6^pp 

Provides an introduction to the 
basics of MS-DOS. It describes 
starting and stopping MS-DOS, 
using commands, disks, files, 
and runnii^ a program. 



MS-DOS® User's Reference: 
Version 3.3 

End User, Programmer 
Isted. 7/88 399pp 

Provides detailed material on 
the MS-DOS commands. It de- 
scribes using conmiands, multi- 
level directories, batch files, the 
line editor (edUn), the file com- 
parison utility, linking and 
debusing programs, and lists 
error messages. 



PC Exchange '"/VINES'" 
Networic Installation Guide 

Administrator 
Isted. 6/87 124pp 
Update Notice 1 12/87 
DNC-110 

Instructions for installing the 
PC Exchange software on the 
server and bringii^ up the 
network for the first time. Also 
covers hardware and software 
aspects of settii^ up PCs on the ^ 
network. Intended for 
experienced users and system 
administrators. 
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PC Exchange '"/VINES'" 
Network Manager's Guide 

Administrator 

Isted. 6/87 510pp 

Update Notice 1 12/87 48pp 

DNC-150 



discard, and log phone 
messages. Also describes addi- 
tional features and contains a 
reference section that explains 
the concepts of the software. 



Explains how to set up and 
maintam a PC Exchange net- 
work. Covers administration of 
users, PC software, network file 
volumes, electronic mail, 
shared priiiters, communica- 
tions, and other network 
services. Intended for experi- 
encedaisers and system 
administrators. 



PC Exchange '"/VINES'" 
Network User's Guide 
End User 

Isted. 6/87 276pp 

Update Notice 1 12/87 24pp 

DNC-140 



PrintGen 

Programmer 

En^eering Update 8/88 
DAA-170 

For the programmer who wants 
to use PrintGen to create a 
customized printer device 
driver. It describes the struc- 
ture of a device driver and 
discusses character translation 
and fonts, page orientation, 
error handUng, linkii^ and 
debugging. It also includes 
examples and documents opera- 
tions and date structures. 



Complete instructions for the 
PC Exchange user, how to log 
in, what facilities the network 
provides, and how to gain 
access to network facilities. 
Assumes the reader is familiar 
with using DOS PCs. 



Phone Memo Manager'" 

End User 

Isted. 2/87 96pp 

DTA-430 

Provides step-by-step instruc- 
tions on how to create, send. 



Printing Guide 

End User, Administrator 
2nded. 3/88 460pp 
DA-170 

Shows you how to install print- 
ii^ devices on standalone and 
clustered workstations. It 
describes how to use the Print 
Manager, the interface to the 
Generic Print System (GPS). 
Troubleshooting tips are also 
contained in this manual. 



Alphabetic Listmg 71 



Processor: Model CP-001-9 

Technician, Developer 
1st ed. 12/85 2 vols. 
EN-250 

These volumes detail the archi- 
tecture and theory of operation 
for the printed circuit boards, 
external interfaces, and memory 
expansion, as well as X-Bus 
specifications of the Model 
CP-001-9 processor. 



Processor: Model CP-002 

Technician, Develonef 
Isted. 4/86 2 v<Jls. 
Enhanced Video Supplement 
Isted. 7/88 19pp 
EN-220 

These v(^umes detail the archi- 
tecture and theory of operation 
for the printed circuit boards, 
external interfaces, and memory 
expansion, as well as X-Bus 
specifications of the Model 
CP-002 processor. Supplement 
describes extended video 
fimctions. 



Processor: Model CP-003 

Technician, Developer 
1st ed. 12/86 2 vols. 
Enhanced Video Supplement 
Isted. 7/88 19pp 
DHA-140 

These volumes detail the archi- 
tecture and theory of operation 
for the printed circuit boards, 
external interfaces, and memory 
expansion, as well as X-Bus 
specifications of the Model 
CP-003 processor. Supplement 
describes extended video 
functions. 



Programmable Terminal^" 
Hardware 

Technician, Dev£loper 
Isted. 8/83 94pp 
PT-200 

Describes the architecture and 
theory of operation of the Pro- 
grammable Terminal. 
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Programmable Terminal 
Installation 

End User, Administrator 
Isted. 8/83 24pp 
PT-100 



ProgramBier*s Guide: UNK 
System y 

See UNIX SYSTEM V 
PROGRAMMER'S GUIDE 



Describes the procedures re- 
quired to install, power up, and 
test the Programmable Termi- 
nal, and for connectii^ it to a 
MegaFrame computer system. 

Programmable Tenninal'" 
Programmer's Guide 

Pro gra mmer 
Isted. 1/84 66pp 
PT-300 

Describes the Progranmiables 
Terminal's boot ROM software 
and programmable functions, 
includii^ text display, inter- 
changeable hard fonts, and 
local field editii^ functions. 

Programmer's Guide: CnX™ 
Supplement 

Programmer 
Isted. 6/87 
DAC-180 

This manual, together with the 
AT&T UNIX System V Program- 
mer's Guide, presents a com- 
plete set of articles that provide 
information about programming 
in the CTIX syst^ environ- 
ment. 



PROGRAMMING TOOLS 
MANUALS 

ZAA-200 

Assembfy Language 

Programmer 
Isted. 9/83 120pp 

Describes programming with the 
assembly l^^uage at tiie 
symbolic instruction level 
including the instruction set. 
Some knowlec^e of the 
assembly langu^e and the 
machine architecture of the 
associated CPU is recom- 
mended before using this 
manual. 

Linker/Librarian 

Programmer 
3rded. 3/87 166pp 

Describes the Linker, which 
links separately compiled object 
files, and the librarian, which 
builds and manages lilHrari^ of 
object modules. 
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Qamtum Q500 (Quantain) 

Technician, Developer 
Isted. 11/84 
EN-175 

Describes the disk drive speci- 
fications as published by the 
vendor. Additionally, together 
with the Hard Disk Upgrades 
and Expansions manual, it 
describes the drive interface. 



Quarter-Inch Cartridge Tape 

Technician, Developer^ 
Isted. 12/85 1890 
EN-210 

Describes the architecture, 
theory of operation, and 
hardware specifications for the 
Quarter-Inch Cartridge Tape 
Module. 



Raster Font and Icon Designer 

Programmer 
2nded. 2/87 37pp 
DGA-120 

Explains how to use the inter- 
active utility to design new fonts 
(character sets) for the video 
display. 



S/80 Diagnostics Manual 

Administrator, Technician 
Isted. 6/88 123pp 
DHC-480 

Describes the tests used to 
verify proper operation of the 
S/80 computer system. Instruc- 
tions for executing the tests and 
explanation of the test results 
are included. 



Query 

End User, Programmer 
Isted. 1/84 156pp 
DM-250 

Explains the scrfeen layouts ^ 

forms^ menus, and 
point-and-type user interne of 
Query. Also provides informa- 
tion for data base achninistrators 
and Programmers who use 
Query with CT-DBMS. 



S/80 Installation 

End User 

Isted. 6/88 93pp 

DHC-460 

Guide to system installation, 
maintenance, and service; 
includes system disassembly, 
tape and hard drive removal and 
installation, as well as proce- 
dures for installing an I/O 
expansion board and memory 
expansion board. 
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S/80 Tedinical Reference 

Er^ User, Technician 
Isted. 6/88 74pp 
DHC^SO 

Contains information on the 
fimcticmal description and user 
interfiu;e definition for the 
16.6 MHz main processor 
board. 



S/llO"* Instattation 

End User, Administrator 
lst€d. 3/87 125pp 
DHC-410 

Describes how to install and 
start up the S/120 as well as 
how to attach peripherals and 
install expansion boards and 
hard disk drives. In addition, 
the manual describes system 
status codes and shows you how 
to build the required cables. 



S/221^" and S/222^" 
Installation 

End User, Administrator 
Isted. 3/87 137 pp 
DHC-420 

Describes procedures for 
instaUing and starting up the 
S/221 and S/222 systems, as 
well as for attachii^ periphn^als 
and installing expansion boards 



and hard disk drives. In adcU- 
tion, the manual aq>laitts the 
system status codes and shows 
you how to build the required 
cables. 



S/320'- and Sim" Hardware 
Technician, Developer 
Isted. 1/87 
VoU: 411pp 
Vol 2: 59pp 

SI120" Supplement 3/87 20pp 
DHC-100 

Provides informatimi on the 
functional description, software 
interface, and theory of opera- 
tion for the S/320 and S/220 
computer systems. 



S/320"' and S/640"' 
Installation Manual 

End User, Administrator 
2nded. 6/87 153pp 
Supplement 8/88 Ip 
DHC-110 

Describes how to install and 
start up the S/320 and S/640 
systems as well as how to attaM;h 
peripherals and install expan- 
sion boards and hard didL 
drives. In addition, the manual 
describes system status codes 
and shows ymi how to tHold tile 
required cables. 



S/SZO'" VME Half-Inch Tape 
Contn^er Card 

Technician f Developer 
2nd ed. 9/86 95pp 
DHC-149 

Contains installation and 
detailed technical information 
(software interfaces and theory 
of operation) for the VME 
Half-Inch Tape Controller 
Card. 



S/320'- VME SMD Controller 
Card 

Technician, Devejaper 
2nded. 9/86 131pp 
DHC-146 

Contains installation and 
detailed technical information 
(software interfaces and theory 
of operation) for the VME 
SMD Controller Card. 



S/1280 

See also MegaFrame 

S/1280^" and SKP^ — 
Dii^nostics — 

Technician, Administrator 
Isted. 2/88 25^p 
DHA-510 

DescrU)es how to use the 
diagnostic tests for the S/1280 



and for the Shared Resource 
Processor (SRP). The manual 
discusses running the diagnos- 
tics program interactively and 
unattended. It also provides a 
detailed discussion of each of 
the tests that can be used for 
each of the processor boards. 



S/IZSO'" and SRP" Expansion 
Enclosure (B-Box) bistallation 

Administrator, Technician 
Isted. 9/87 lOOpp 
DHC-230 

Contains instructions for attach- 
ing a B-Bc»^xpansion enclosure 
to an S/1280 base enclosure. 



S/mO'" and SRP" Installation 

Administrator, Technician 
4th ed. 9/87 lOOpp 
DHC-220 

Describes procedure for 
installing and bootii^ an S/1280 
1^ase^ enclosure (A-Box, C-Box) 
and for installio^ expansicm 
boards and hard disk drives. It 
also incliKies a sumfiiary of sys- 
tem statos codes and instruc- 
tions for building required 
cabtes. 
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S/1280"" cnx"" 
Administrator's Reference 

Administrator 
PreUmed. 09/86 2 vols. 
DAC-170 

Describes how to administer an 
S/1280 system. Used in con- 
Junction with the MegaFrame 
CTIX Operating System Manual, 
this manual serves as a com- 
plete reference to S/1280 CTTX 
administrative principles and 
practice. 



SCSI Upgrades and Expansions 

Programmer, Developer, 

Technician 

Isted. 12/87 54pp 

DHA-200 

Provides technical information 
common to all SCSI device 
modules. Topics include con- 
figuration, installation, and the 
SCSI physical and firmware 
interfaces. Designed to be used 
with the manuals specific to 
each SCSI device module 
(HSD-nnn, HSX-nnn, etc.). 



Seagate ST225 (Seagate) 
Technician, Developer 
Isted. 7/84 
EN^172 

Describes the di^ drive specifi- 
cations as published by the 
vendor. Together with the 



Hard Disk Upgrades and Expan- 
sions manual, it describes the 
drive interface. 



Series 286i 

See also 286i 



Series 2861'" Hardware 

Technician, Developer 
Prelim ed. 9/86 2 vols 
EN-172 

Describes the operation and 
installation procedures for the 
Series 286i Processor; it also 
describes the architect!^, 
software mterfaces, the<»ry of 
operation, external interfaces, 
and hardware specifications for 
the Series 286i system. 



Series 3861'" Installation 

End User, Administrator 
Isted. 5/88 102pp 
DHA-155 

Describes how to install the 
Series 386i workstation. 
Includes instructiims for 
installing video and X-Bus 
option cards, SIMMs, 
perij^erals, and additional 
X-Bus and SCSI modutes. Also 
contains infomu^on on 
clustering, taking care of the 
equipment, troubte^iootii^, and 
system ^pansion. (It dpes not 
cover software installaticMi.) 



Alphedietic Li^^ W 



-NEW- 

Series sm'" Technical 
Reference 

Technician, Developer 
Isted. 8/88 305pp 
DHA-160 

Describes major components, 
software interfaces, and 
guidelines for installation and 
conjuration; it also provides a 
functional description, cable 
construction information, and 
boot ROM status codes. 

SERVER PC^" ll 
ACCELL'"/E MANUALS 
(Unify) 
DZZ.7300 

ACCELL'" 1.1 Manuals 
ACCELL'" 1.3 Update Package 

Complete documentation for 
the version of ACCELL 
available for the CTIX/386 
operatii^ system. 



-NEW- _ - 

SenrerPC'l^odellOO 
Diagnostic and Service Guide 

Technician 

Ist ed. (7/88) 397pp 
DHC-670 

Service information to the 
field-replaceable unit level. 
Provides a complete set of 



troubleshootii^ flowcharts, 
instnu;tions for using the 
floppy-based diagnostics, and 
subassembly removal/ 
replacement procedures. 

Server PC" Model 100 
Installation Guide 

End User, Technician 
Isted. (6/88) 227pp 
DHC-660 

Full instructions for unpacking 
and setting up the Server PC, 
including memory and storage 
de\nlce switch settings and 
installation. Also discusses how 
to install and boot operatii^ 
system software. 



-NEW- 

Server PC'" Model 200 
Di^nostic and Service Guide 

Technician 

2nd ed. 8/88 428pp 

DHC-620 

Service informa^n to the 
field-replaceable unit level. 
Provkles a complete set of 
troubleshooting flowcharts, 
instructions fcMT usiii^ the 
floppy-based diagnostics, and 
subassembfy removal/ 
replacement procedures. New 
features include the SCP board, 
Ethernet adapter board, ECC 
memory board, and storage 
devices. 
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Server PC'" Model 200 
Installation Guide 

End User, Technician 
3rded. 8/88 220pp 
DHC-610 

Full instructions for unpacking 
and setting up the Server PC, 
including memory and storage 
device switch settii^ aad 
installation. 



Server PC'" Serial 
Communications Processor 
Technicid Reference 

Technician, Developer 
Isted. 11/87 36pp 
DHC-650 

Insert for Server PC Technical 
Reference discussing the 
optional 80186-based serial 
expansion card. Includes 
hardware functional description 
and programming instructions. 



Server PC'" Technical 
Reference 

Developer 

Isted. 6/87 522pp 

Update Notice 1 10/87 143pp 

DHC-600 

Provides hardware functional 
descriptions and low-level pro- 
gramming information for 
system level programmers and 
developers of hardware 
add-ons. Presents extensive 



port and register addressti^ 
instructions and detailed 
firmware documentation, 
including the BIOS and SCSI 
driver. 



SERVER PC'" 4.0 Unify® 
MANUALS (Unify) 
DZZ-7400 

Unify® 2.0 Manuals 
Unify® 4.0 Update Package 

Complete documentation for 
the version of Unify available 
for the CTIX/386 operating 
system. 



S/MT 

See a/lso M^tyFrame 



S/MT'" Series Ethernet Combo 
Board Technical Reference 

Technician, Developer 
Ist ed. 3/87 48pp 
DHC-132 

Contains information on the 
functional description and 
software interface definiticm for 
the Ethernet Combo board. 



Alphabetic M 



S/MT"" Series CPU-02 
Technical Reference 

Administrator, Technician 
Ist ed. 6/87 123pp 
Supplement 8/88 Ip 
DHC-500 

Contains infonnation on the 
functional description and user 
interface definition for the 
25MHz main processor board. 



S/MT'" Series Diagnostics 

Administrator, Technician 
Isted. 7/87 328pp 
DHC-120 

Describes the tests used to 
verify proper operation of the 
S/NfT Series computer systems. 
Instructions for executii^ the 
tests and explanations of the 
test results are included in this 
manual. 



-NEW- 
S/MT Series CnX'" 
Administrator's Reference 
Manual . 

Administrator 
2nded. 4/88 307pp 
DAC-220 

Defines the responsibilities of 
an S/MT Series system adminis- 
trator and provides procedures 
for the administrator to follow. 
The manual explains the con- 
cepts an administrator must 
understand to maintain an 
S/MT Series computer system, 
including user support, CTIX 
modes, CnX file systems, 
peripheral devices,-smd trouble- 
shooting procedures. (Versi^ — 
C) 



S/MT'" Series I/O Processor 
(lOP) Expansion Technical 
Reference 

Technician, Developer 
Isted. 10/87 34pp 
DHC-142 

Contains a functional descrip- 
tion of the Input/Output 
Processor board, and a descrip- 
tion of the software interfaces. 
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S/MT'" Series Remote I/O 
Processor Technical Reference 

Developer, Programmer, 
Technician 
Isted. 3/88 38pp 
DHC^30 

Describes the hardware on the 
S/MT Remote I/O Processor 
Board at a functional level, 
including descriptions of inter- 
rupt handlii^, software inter- 
faces, processor inter£Eice, and 
remote I/O procesing. 

S/MT'" Series RS-232-C 
EiqNinsion Technical Reference 

Technician, Developer 
Isted. 10/87 25pp 
DHC-141 

Describes the hardware on the 
S/MT 10-port and 20-port 
boards at a functional block 
level, including descriptions of 
interrupt handlii^, processor 
interface, and RS-232-C I/O 
operations. 

S/MT'" Series RS-422 
Ehqpansion Techiricid Reference 

Technician, Developer 
Isted. 10/87 31pp 
DHC-143 

DescrS>es the hardware on the 
MightyFrame RS-422 Expansion 
board including descriptions of 
clock, bus, and channel control. 



An onboard line printer inter- 
face is also described. 



S/MT'" Series VME 
CommunicaticHis ControUer 
Card Technical Reference 

Technician, Developer 
Isted. 8/87 65pp 
DHC*148 

Provides informaticm on the 
functional description and user 
interface for the VME 
communication controller card. 



S/MT'" Series VME Expansion 
Technical Reference 

Technician, Developer 
Isted. 9/87 42pp 
DHC-144 

Contains information on the 
functional description and 
software interface definition for 
the S/MT VME Interface 
board. 



SNA 3270 Emulator Manual 

End User 

Isted. 12/82 58pp 
DJ-410 

Describes the SNA 3270 emula- 
tor package, which provides 
CRT and printer subsystems 
support, and a Virtual Terminal 
Interface for use with inter- 
active application programs. 
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-NEW- 
SNA Bask LU 6.2 
Administrator's and 
Pr(^raninier*s Guide 

Programmer, Administrator 
Isted. 7/88 165pp 
DCA-110 

Describes the SNA Basic LU 
6.2 system service, which imple- 
ments IBM's LU 6.2 Advanced 
Program-to-Program Communi- 
cation (APPC) protocol 
between CTOS clusters and 
IBM host computers. The 
Basic LU 6.2 service^oes not 
support peer-to-p^e/ communi- 
cation. The manual provides 
reference information on the 
CTOS programming interface to 
LU 6.2 and also describes 
installation and administration 
of the service. 



SNA Mnltiiine Network Gateway 
Manual 

Administrator, Programmer 
Isted. 10/85 58pp 
DM90 

Inscribes the software^that 
provides multiple communica- 
tions links wim multiple host 
computers in networks that 
support IBM's Systems Network 
Architecture. The manual 
shows you how to install, con- 



figure, maintain, and trouble- 
shoot the Gateway. 



SNA Network Gateway Manual 

Administrator, Programmer 
2nd ed, 1/87 168pp 
DCA-100 

Shows Administrators how to 
install, configure, and monitor 
the SNA Network Gateway; it 
also provides information for 
the application subsystem pro- 
grammer. 



SNA Network Gateway (PU 2.0) 

Administrator , 
3rd ed. 2/88 113pp 
DCA-105 

Describes the SNA Network 
Gateway (PU 2.0), a system 
service that allows applications 
and users on a -cluster to com- 
municate with applications on / 
an SNA host computer^ The 
manual describes how to install, 
conf^;ure, maintain, and 
troubleshoot the Gateway. 
(12.0 SNA Network Gateway) 
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-NEW- 

SNA Programmer's Guide 

Programmer 
Isted. 8/88 156pp 
DCA-150 

The SNA Programmer's Guide 
describes the prc^ammatic 
interfaces to the SNA Network 
Gateway (PU 2.0), the SNA 
3270 Emulator, and SNA RJE. 
It also contains information on 
how to write prc^ams that use 
the progranmiatic interfaces, 
includii^ sample programs. 



-NEW' 
SNA RJE 

Administrator, Programmer 
2nded. 8/88 128pp 
DCA-420 

Describes how to use SNA 
RJE, includii^ a tutorial for the 
most conmionly used proce- 
dures. The guide provides a 
complete reference for the SNA 
RJE product functions and also 
gives detailed installation and 
con^;uratioii instruction^ for 
the product. 

SNA X.25 NETWORK 
GATEWAY MANUALS 
ZJ-440 

SNA X.25 Netwoik Gateway 

Engineering Update 12/84 



X.25 Network Gateway 

Engineering Update ^86 



-NEW' 

SOLUTION DESIGNER'" 

MANUALS 

ZTA-400 

Solution Des^pcr'" Reference 

End User 

1st ed. 7/88 390pp 

Provides complete reference 
information for each command 
and function in the Solution 
Des^er spreadsheet program, 
with examples thr(H^out. 
Includes appendixes that 
provide a summary of Solution 
Designer's compatn>ifity with 
both Lotus 1-2-3 and Multipkm. 

Sohition DesigBcr'* Us^t 
Gidde 

Erul User 

Isted. 7/88 85pp 

Describes the basic ddlls 
required to create aiKl e^t 
worksheets in the Sc^ution 
Des^er spr^dsheet program, 
which contains enhanced 
features of both Lotus 1-2-3 and 
Multiplan. 
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Sort/Merge 

Programmer, Administrator 
2nd ed. 4/84 112pp 
DM-120 

Describes the Sort/Merge 
utilities that run as a subsystem 
at the Executive command 
level, and the Sort/Merge object 
modules that can be called from 
an application program. 

Status Codes 

End User, Programmer, 

Administrator 

3rd ed. .10/87 5J4^p 

Supplement 4m 71pp 

DAA-105 

Contains a comprehensive 
Usting of all status codes that 
can be generated by a CTOS 
workstation or a Shared 
Resource Processor (SRP), 
including bootstri^ ROM error 
codes and CTOS utilization 
codes. The codes are 
organized, explained, and 
interpreted in numerical order. 

S/Scries"" Eiyansion Cabinct- 
Installatioii/ 

End user, Administrator 
Prelim. 4/86 98pp 
DHC-130 

Describes how to install V-Box 
and X-Box expansion C£d>inets 
in M egaFrame and Nfighty- 
Frame computer systems. 



S/T2 Maintenance (Link) 

Technician 

DHC-301 



S/T2 Programmmer's Guide 
(Link) 

End User, Administrator 
DAC-250 



TclcClnster"' 

Administrator, Technician 
2nded. 10/87 198pp 
DHA-220 

Explains how to install and con- 
figure telecluster networks. It 
also provides information about 
the architecture and a functional 
description of the adapter and 
hub hardware. 



UNIFY® 2.0 MANUALS 

ZMG-100 

Direct HLI Frojpwimier's 
Manna! (Unify) , 

Describes programming in the 
UNIFY database environment. 
It describes how to design a 
database and customize UNIFY 
tools, and Usts possible error 
messages. COBOL and C 
interfaces to UNIFY are also 
described. 
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UNIFY® Developer's Reference 

Manual (Unify) 

End User, Administrator 

Provides specific information 
about how to use each of the 
tools that UNIFY provides. 
The manual discusses database 
design and maintenance, system 
administration, screen form 
development tools, the report 
processor, and the listing 
processor. 

UNIFY® Developer's Tutorial 
(Unify) 

End User, Administrator 

Provides step-by-step instruc- 
tions for using the UNIFY 
systems development processes 
to build a practical applicsrtion 
to resolve a sample business 
problem. 



UNIFY® Rrference (Unify) 

End User, Administrator 
DMC-100 

Provides specific information 
about how to use each of the 
tools that UNIFY provides. 
The manual discusses database 
des^ and maintenance, ^stem 
admmistration, screen form 
development tools, the report 
processor, and the listii^ 
processor. (S/1280 only) 



UNIFY® Tutorial (Unify) 

End User, Administrator 
DMC-110 

Provides step-by-stq) instruc- 
tions for using the UNIFY 
systems development processes 
to build a practical application 
to resolve a sample business 
problem. (S/1280 only) 



UNIFY® Programmer's (Unify) 

DMC-120 

Describes programming in the 
UNIFY database environment. 
It describes how to design a 
database and customize UNIFY 
tools, and hsts possible error 
messages. COBOL and C 
interfaces to UNIFY are also 
described. (S/1280 only) 



UNIX® System V Assist 
Software Development Tools 
Guide (AT&T) 
Programmer 
DAU-350 

Information for programmers 
who want to incorporate their 
programs into the Assist (m-line 
help database. 



AJphab&k^IMng ^ 



UNIX® System V Assist 
Software User's Guide (AT&T) 
End User 
DAU-440 

Explains how to use the Assist 
on-line help packs^e to interact 
with UNIX. 



UNIX® System V 
Documentor's Workbench 
Software Technical Discussion 
and Reference Mapual (AT&T) 
Programmer / 
1986 150pp 
DAU-450 

Detailed reference to the UNIX 
text formattii^ and typeset 
emulation facilities. 



UNIX® System V Intel 

80286/80386 Computer Version 

Network Programmer's Guide 

(AT&T) 

Programmer 

DAU-530 

Programming information for 
the System V Release 3 Remote 
File Sharii^ (RFS) networking 
package. 



UNIX® System V Intel 
80286/80386 Computer Version 
Streams Primer (AT&T) 
Programmer 
DAU-520 

Basic how-to information for 
programmii^ usii^ the System 
V Release 3 Streams I/O 
facilities. 



UNIX® System V 
Documentor's Workbench 
Software User's Guide (AT&T) 
End User 

1986 200pp 

DAU-460 

Explains how to use the UNIX 
text fonnatting and typeset 
emulation facilities. 



UNIX® System V Intel 
80286/80386 Computer Version 
Streams Programmer's Guide 
(AT&T) 
Programmer 

DAU-510 ' 

Detailed programming 
information for System V 
Release 3 Streams I/O. 
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UNIX® System V Intel 
80286/80386 Computer Version 
User's Guide (AT&T) 

End User 
DAU-540 

Instructions for the beginnii^ 
UNIX user. 



UNIX® System V 
Programmer's Guide (AT&T) 
Programmer 
DAU=40a 

S/1280 Sys SW/S/MT Sys SW 

A coUection of articles that 
provide information on 
programming in the UNIX 
environment. (S/Series) 



Using tte Operator"' 

End User, Administrator 
1st ed. 3/85 
DV-500 

Describes how to use the 
Operator to make tel^hone 
calls, keep a directory of tele- 
phone numbers, and set up the 
answerii^ machine. The 
manual also includes informa- 
tion for the administrator about 
configurii^ the Operator. 



Visinostics 

Administrator, Technician 
3rd ed. 6/87 350pp 
Update Notice 1 5/88 61pp 
DHA-320 

Contains detailed instructions 
for using NGEN/Series 286i 
dii^nostic tests. Instructions 
for customizing the tests are 
also included. 



Voice/Data Services'" 

Programmer 
Prelim. 3/85 87pp 
DV-lOO 

Describes the Voic^Data 
Services, a server that provides 
a request and procedural inter- 
face between applications soft- 
ware and the Vmce Processor 
Module. 



Voice Processor"" 

Technician, Deydoper 
Prelim. 3/85 258pp 
EN-190 

Explains the architecture, 
theory of operation, software 
interfaces, external intolaces, 
and hardware speciGcaticms for 
the Voice Processor Module. 
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Wcitek 1167 Coprocessor 
Docomeiitatioii (Weitek) 

Developer, Programmer 
DHC-630 

Complete hardware and 
jHTc^amiiiii:^ infcHmation for 
the optional Weitek 1167 
floatii^-point coprocessor chip 
set. 



WGS/Matt'" User's Guide 

End User 

Isted. 4/87 84pp / 

Explains how to send, edit, 
receive, and read mail sent 
through the CTIX operating 
system, within a system, or to 
other systems. The manual also 
describes how to change Mail 
Preferences. 



WGS/DESKTOP™ MANUALS 

ZTC-100 / 

WGS/Calendar"' User's Guide 

End User 

Isted. 4/87 59pp 

Describes how to use the Calen- 
dar commands to schedule tasks 
such as appointments and 
meetmgs. The manual also 
explains how to chaise Calen- 
dar Preferences. 

WGS/Desktop Manager^" 
User's Guide 

End User — " 

Isted. 4/87 — 

Describes the Desktop Manager 
software that you use to access 
menus, wiadows, and forms that 
run on the CTDC operating 
system. 



WGS/DESKTOP'" 2.0 Manuals 
ZXC-200 

WGS/Calendar"' User's Guide, 
Version 2UX 

End User 

Isted. 2/88 71pp 

Describes how to use the Calen- 
dar commands'to schedule tasks 
such as appointments and 
meetings. The manual also 
explains how to change Calen- 
dar Preferences. 

WGS/Desktop Manager'" 
User's Gtittde, Version 2.0 

End^User ' 
Ist ed. 4/88 204pp 

Describes the Desktop Manager 
sdftware that you use to access 
menus, windows, and forms that 
run on the CTIX operating 
system. 
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WGS/MaU"* User's Guide, 
Version 2.0 

End User 

Isted. 4/88 91pp 

Explains how to send, edit, 
receive, and read mail sent 
through the CTDC operating 
system, within a system, or to 
other systems. Tlie manual also 
describes how to change Mail 
Preferences. 



WGS/Mail User's Guide 

See WGS/DESKTOP 
MANUALS 



-NEW- 

WGS/OFFICE 3 MANUALS 
ZSC-210 

WGS/Calendar"' User's Guide, 
Version 2.0 

End User 

Isted. 2/88 71pp 

Describes how to use the Calen- 
dar commands to schedule tasks 
such as appointments and 
meetings. The manual also 
explains how to chaise Calen- 
dar Preferences. 



WGS/Desktop Manager'" 
User's Guide, Versi<Mi 2.0 

End User 

Isted. 4/88 204pp 

Describes the Desktop Manager 
software that you use to access 
menus, windows, and forms that 
run on the CTDC operating 
system'. 

WGS/Mail'" User's Guide, 
Version 2.0 

End User 

Isted. 4/88 91pp 

Explains how to send, edit, 
receive, and read mail sent 
through the CTDC operating 
system, within a system, or to 
other systems. The manual also 
describes how to change Mail 
Preferences. 

WGS/Spreadshcet'" User's 
Guide, Versi<m 2.0 

End User 

Isted. 4/88 2 vols. 

Provides basic spread^eet 
infcmnation and complete 
reference informati^ for each 
WGS/Spreadsheet command 
and function, vAth examples 
throughout. Appradixes pro* 
vide a command sunui}»y and a 
summary of WGS/Sprea<|dieef s 
compatiblility with Lotus 1-2-3 
and Multiplan. (Continmd) 



WGS/OFnCE 3 MANUALS 
(continued) 

WGS/Word Era Glossary 
Functions 

End User 
1st ed. 



WGS/Word Era Quick 
Reference Card 

133pp 

WGS/Word Era Records 
Processing 

End User 
Isted. 



WGS/Spreadsheet'" User's 
Guide 

End User 

Isted. 4/86 278pp 
DTC-110 

Provides basic spreadsheet 
information and complete 
reference information for each 
WGS/Spreadsheet command 
and function, with examples 
throughout. Appendices pro- 
vide a command summary and a 
summary of WGS/Spreadsheet's 
compatiblility with Lotus 1-2-3 
and Multiplan. 



WGS/Word Era Reference 

End User 

Isted.? date pp 



WGS/Word Processor'" User's 
Guide, Version 2.0 

End User 

Isted. 4/88 147pp 

Explains how to use the 
WGS/Word Processor com- 
mands to create, ®!^ and print 
documents, l^w to change ~ ~ 
Word Processor Preferences, 
and how to create a data record 
ande m^e its contents with a 
document. Gommands are 
described by order of fimction 
rather than by command name. 



WGS/Spreadsheet'" User's 
Guide, Version 2.0 

End User 

Isted. 4/88 2 vols. 
DTZ-3G0 

Provides basic spreadsheet 
information and ccnnplete 
reference information for each 
WGS/Spreadsheet commaiKl 
and function^ with examples 
tiirou^out. Appendixes pro- ' 
vide a command summary and a 
summary of WGS/Spreadsheet's 
compatiblility with Lotus 1-2-3 
and MuMj^an. 
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WGS/Word Processor'" User's 
Guide 

End User 

Prelim ed. 4/86 158pp 
DTC-120 

Explains how to use the 
WGS/Word Processor com- 
mands to create, edit, and print 
documents, how to chaise 
Word Processor Preferences, 
and how to create a data record 
ande merge its contents with a 
document. Cpnmiands are 
described by order of function 
rath^ tiian by command name. 



Word Processing 

See also DOCUMENT 
DESIGNER MANUALS 



Word Processii^ Reference 

End User 

3rded. 1/85 385pp 

Details each Word Processor 
command and discusses the 
efficient use of the Word 
Processor facilities. Material on 
list processing, programmer- 
specific operations, and printer 
and print wheel configurations 
is also included. 

Word Processing User's Guide 

End User 

Isted. 12/83 180pp 

Introduces the Word Processor 
to the Ist-time user by providii^ 
step-by-step lessons that de- 
scribe basic word processii^ 
operations. 



WORD PROCESSING 
MANUALS 

ZT-100 

Word Processing Quick; 
Reference 

End User 

2nded. 9/83 25pp 

Gives a brief description of the 
most commonly us^ Word 
Processor Commands. 



Window Services 

Programmer 

1st ed. 6/86 79pp 

DAA-140 

Describes Window Services 
requests for the application 
programmer who writes 
window-related applications. 
The manual also contains 
troubleshooting tips. 
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Woricstation C Pro|«raiiuiier's 
Guide 

Programmer 
2nded. 5/85 120pp 
DD-451 

Describes enhancements to the 
C programmii^ language, 
models of s^mentation, Ubrary 
functions^ and trtHibleshootmg 
tips for worksteition systems. 
Ilie manual is written for 
programmers already familiar 
with the C prc^amming 
language. 



X.25 Network Gateway 

End User, Administrator 
Isted. 4/85 129pp 
DJ-300 

Describes the X.25 Network 
Gateway, which supports 
CCnr Recommendation X.25 
communications over a public 
data networiL. There are three 
levels of access to the network, 
all are described in this 
manual: packet, X.25 sequen- 
tial access method, and the 
Multimode Terminal Emulator 
X.25 conununications option. 



Writing MightyFrame'" Device 
Drivers 

Programmer 
Isted. 4/86 432pp 
DAC-120 

This tutorial and reference 
manual is written for the expe- 
rienced C programmer. It 
describes the M^tyFrame 
architecture, the CTDC kernel, 
and contains other information 
about developing device drivers, 
includii^ sample prc^rams. 
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CM-278 CnX BSC 2780/3780 RJE Terminal Emulator 42 

CM-327 CnX BSC 3270 Terminal Emulator Manual 43 

CW-100 CWS Hardware 50 

DA-100 CTOS Operating System 48 

DA-170 Printing Chiide 71 

DA-180 Generic Print System Pr<^ammer's Guide 55 

DAA-100 CTOS/VM Concepts 49 

DAA-105 Status Codes 84 

DAA-110 CTOS/VM Reference 49 

DAA-115 CTOS System Administrator's Guide 49 

DAA-125 Executive User's Guide 53 

DAA-140 Window Services 91 

DAA-145 CTOS Office Applications Programmer's Guide 48 

DAA-160 CTOS Programmer's Guide 49 

DAA-170 PrintGen 71 

DAC-100 CTK Operating System (Veraon B) 45 

DAC-110 MightyFrame Series Administrator's Manuals 65 

DAC-120 Writing MightyFrame Device Drivers 92 

DAC-140 MegaFrame CnX Operating System 63 

DAC-160 MegaFrame CnX Administration Tools 63 

DAC-170 S/1280 CTDC Administrator's Reference 77 

DAC-180 Programmer's Guide: CTDC Supplement 73 

DAC-200 CnX Operating System (Version C) 45 

DAC-210 CnX Administration Tools 42 

DAC-220 S/MT Series CnX Administrator's Reference 80 

DAC-250 S/T2 Programmer's Guide (Link) 84 

bAC-300 CTIX/386 Operating System Manual 41 

DAC-310 Merge 386 User's 64 

DAC-320 CTIX/386 Programmer's Guide 42 

DAC-321 CTIX/386 Programmer's Guide Supplement 42 

DAC-330 CnX/386 Operations Guide 41 

DAC-340 CTIX/386 Administrator's Guide 41 
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DAU-350 UNIX System V Assist Software Development Tools 

Guide 85 

DAU-400 UNIX System V Programmer's Guide 87 

DAU-440 UNIX System V Assist Software User's Guide (AT&T) 86 
DAU-450 UNIX System V Documentor's Workbench Software 

Technical Discussion and Reference Manual 

(AT&T) 86 
DAU-460 UNIX System V Documentor's Workbench Software 

User's Guide (AT&T) 86 
DAU-510 UNIX System V 80286/80386 Computer Version 

Streams Programmer's Guide (AT&T) 86 
DAU-520 UNIX System V Intel 80286/80386 Computer Version 

Streams Primer (AT&T) 86 
DAU-530 UNIX System V Intel 80286/80386 Computer Version 

Netwoiic Programmer's Guide (AT&T) 86 
DAU-540 UNIX System V Intel 80286/80386 Version User's 

Gui^(AT&T) 87 

DCA-100 SNA Network Gateway Mimual 82 

DCA-105 SNA Network Gateway (PU 2.0) 82 
£>CA-110 SNA Basic LU 6.2 Administrator's and Programmer's 

Guide 82 
DCA-140 ChisterShare SNA 3270 Terminal Emulator User's 

Guide 39 

DCA-150 SNA Programmer's Guide 83 

DCA-420 SNA RJE Manual . 83 

DCC-110 CnX SNA Network Gateway Manual 46 

DCC-112 CnX SNA PU 2.1 Network Gateway Manual 46 

DCC-113 CnX SNA LU Type 6.2 APPC Server Manual 45 

DCC-113 CnX SNA LU Type 6.2 APPC Server Manual 45 

DCC-120 MegaFrame CnX SNA RJE 63 

DCC-130 CnXSNARJE 46 

DCC-131 eroe-SNARJE (2nded.) 46 

DCC-140 CTIXBSC 327erTerffiinaI Emulator Manual / 

(2nded.) 43 

DD-150 FORTRAN 55 

DD-160 FORTRAN-86 55 

DD-451 Workstation C Programmer's Guide 92 

DDC-111 LPI-DEBUG Reference 63 

DDC-200 CnX Enhanced FORTRAN and Pascal Debugger 43 
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DGA-120 Raster Font and Icon Designer 74 

DGA-220 Graphics Controller: Model GC-003 56 

DGA-230 Mouse Services 66 

DHA-105 NGEN InstaUation Guide 68 

DHA-110 PC Emulator Hardware 69 

DHA-130 ClusterCard Technical Reference 38 

DHA-135 GC-102 Technical Reference Manual 55 

DHA-140 Processor: Model CP-003 72 

DHA-142 80386 Programmer's Reference (Intel) 36 

DHA-143 80386 Hardware Reference Manual (Intel) 36 

DHA-144 80386 System Software Writer's Guide (Intel) 37 

DHA-145 80387 Programmer's Reference (Intel) 37 

DHA-148 Enhanced Video Supplement 52 

DHA-150 286i Installation 36 

DHA-155 Series 386i Installation 77 

DHA-160 Series 386i Technical Reference 78 

DHA-200 SCSI Upgrades and Expansions 77 

DHA-204 HSX-32P Technical Reference 61 

DHA-205 HSX-140 Technical Reference 61 

DHA-206 HSD-140 Technical Reference 60 

DHA-212 HSD-320 Technical Reference 60 

DHA-220 TeleCluster 84 

DHA-202 HSX-020 Technical Reference 60 

DHA-320 Visinostics 87 

DHA-510 S/1280 and SRP Diagnostics 76 

DHB-400 Network PC Technical Reference 68 

DHB-420 Network PC User's Guide 68 

DHC-100 S/320 and S/220 Hardw»e 75 

DHC-110 S/320 and S/640 Installation Manual 75 

DHC-120 S/MT Series Diagnostics 80 

DHC-130 S/Series E]q>ansion CjA>inet Installation 84 

DHC-132 S/MT Series Ethernet Combo Board Technical 

Reference 79 

DHC-140 MightyFrame Peripherals 65 

DHC-141 S/MT Series RS-232-C Expansion Technical Reference 81 

DHC-142 S/MT Series I/O Processor (lOP) Expansion Technical 

Reference 80 

DHC-143 S/MT Series RS-232-C Expansion Technical Reference 81 

DHC-144 S/MT Series VME Expansion Technical Reference 81 

DHC-145 MigJityFrame VME Ethernet Controller Card 66 

DHC-146 S/320 VME SMD Conti-oller Card 76 
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DHC-148 S/MT Series VME Communications Controller 81 

DHC-149 S/320 VME Half-Inch Tape Controller Card 76 

DHC-200 MegaFrame Hardware 63 

DHC-210 MegaFrame Multibus Ethernet Card 64 

DHC-220 S/1280 and SRP Installation 76 

DHC-230 S/1280 and SRP Expansion Enclosure (B-Box) 

Installation 76 

DHC-301 S/T2 Maintenance (Link) 84 

DHC-410 S/120 Installation 75 

DHC-420 S/221 and S/222 InstaUation 75 

DHC-430 S/MT Series Remote I/O Processor Technical 

Reference 81 

DHC-450 S/80 Technical Reference 75 

DHC-460 S/80 Installation 74 

DHC-480 S/80 Diagnostics Manual 74 

DHC-500 S/MT Series CPU-02 Technical Reference 80 

DHC-600 Servei>PC Technic^ Reference 79 

DHC-610 Sep^r PC Model 200 InstaUation Guide 79 

DHC-620 Server PC Model 200 Diagnostic and Service Guide 78 

DHC-630 Weitek 1167 Coprocessor Documentation (Weitek) 88 

DHC-650 Server PC Serial Communications Processor Technical 

Reference 79 

DHC-660 Server PC Model 100 Installation Guide 78 

DHC-670 Server PC Model 100 Diagnostic and Service Guide 78 

DJ-200 3270 Terminal Emulator 36 

DJ-250 2780/3780 RJE Terminal Emulator 36 

DJ-300 X.25 Network Gateway 92 

DJ-410 SNA 3270 Emulator Manual 81 

DJ-490 SNA Multiline Networic Gateway Manual 82 

DJ-600 CT-Net Reference 48 

DJ-601 Modem Server Reference 66 

DJ-700 Enhanced BSC 3270 Emulator 52 



DM-100 /orms — 55 ' 

DM-110 ISAM 62 

DM-120 Sort/Merge 84 

DM-200 Cr-DBMS Manaual 41 

DM-250 Query 74 

DMC-100 UNIFY Reference (Unify) 85 

DMC-110 UNIFY Tutorial (Unify) 85 

DMC-120 UNIFY Programmer's (Unify) 85 
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DNC-100 


Multiplex PC/Host DatidMse 






Link (Network Innovations) 




DNC-110 


PC Exehanee/VINES Netwnrk TnietalliitiAtk Y%n/lA 




DNC-120 


CTIX Internetworking 




DNC-150 


PC Echange/VINES Network Manager's Guide 
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47 
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44 


DO-120 


MS-DOS Version 2 User's Guide 




DO-121 


MS-DOS, Version 2, Macro Assend>ler 


66 


DO-122 


MS-DOS, Version 2, Programmer's Reference 


66 
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Pascal- 


OS 


DT-150 


Font Designer 


54 


DT-301 


Crraphics Programmer's Guide 


57 
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X -M/vLL> 1 emunai user s unuoe 
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DT-600 


Context Manager 


40 


nTA-1 At) 


v^uuicxi manager/ vrvi 


Ai 
*ii 


DTA-430 


Phone Memo Manager 


71 


DTA-600 


Image Designer 


61 


DTC-110 


WGS/Spreadsheet User's Guide 


90 


DTC-120 


WGS/Word Processor User's Guide 


- 91 


DTZ-300 


WGS/Spreadsheet User's Guide, Versicm 2.0 


90 
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Voice/Data Services 


Of 


L/V-jUU 


Using the Operator 


on 
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DZZ-1000 


NGEN Hardware Set (CP-001) 


16 


DZ2H010 


NGEN Hardware Set (CP-002) 


17 


DZZ-1020 


Series 286i Hardware Set 


17 


D7Z-1030 


NGPN Hardware Set rCP-003^ 


17 


DZZ-1040 


Series 386i Hardware Set 


17 


DZZ-1500 


CTOS System Software Set 


16 


DZZ-1520 


CTOS/VM and SRP System Software Set 


16 


DZZ-1610 


Woricstation Office Automation Set 


18 
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DZZ-2000 S/1280 Hardware Set 27 

DZZ-2100 Programmable Terminal Hardware Set 27 

DZZ-2200 Graphics Terminal Hardware Set 27 

DZZ-3500 S/1280 CTIX System Software Set 27 

D2Z-3610 WGS Office Automation Set 28 

DZZ-5000 S/MT Series Hardware Set 27 

DZZ-5010 S/221 and S/222 Hardware Set 27 

DZZrSlOO S/MT Series System Software Set 27 

DZZ-7101 Server PC Model 200 Hardware Technical Reference 

Set 34 

DZZ-7105 Server PC Model 200 Hardware Service/Maintenance 

Set 34 

DZZ-7201 CTIX/386 Operating System Software Set 34 

DZZ-7300 Server PC ACCELL Manuals 78 

DZZi-7400 Server PC Unify Manuals 79 

EN-020 Dual Flop^ Disk 52 

EN-080 Monpehrome Monitors 66 

EN-090 Color Monitor 40 

EN-100 Floppy/Hard Disk 54 

EN-110 Graphics Controller: Model GC-OOl - 56 

EN-120 Ethernet Controller 53 

EN-140 iAPX 186 High Integration 16-Bit Microprocessor (Intel) 61 

EN-170 Hard Disk Upgrades and Expansions 58 

EN-172 Seagate ST225 (Seagate) 77 

EN-172 Series 286i Hardware - 77 

EN-175 Quantum Q500 (Quantum) 74 

EN-178 Micropolis Model 1325 (MicropoUs) 65 

EN-190 Voice Processor 87 

EN-200 Multiline Port Expander 67 

EN-210 Quarter-Inch Cartridge Tape 74 

EN-220 Processor: Model CP-002 72 

EN-240 iAPX 286P?ogranimer's Reference (Intel) 61 

EN-250 Pro<^essor: Model CfcQQl-9 72 

GT-150 Grai^cs Terminal Programmer's Guide 57 

GT-200 Graphics Terminal Installation 57 

GT-300 Crraphics Terminal Hardware 57 

GT-400 Graphics Terminal Font Designer 57 

MA-200 MegaFrame Multibus Adapter 64 

MB-100 CTIX Basic Interpreter and Compiler 42 

ME-327 CnX SNA 3270 Terminal Emulator Manual 45 

MF-100 CnX Forms 43 
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Ml-lOO 

MI-200 

MI-300 

MN-101 

MP-lOO 

MQ-lOU 

MR-100 
MR-200 
MS-lOO 


MegaFrame ISAM 
CTIX ISAM 

CTIX TCP/IP Networking 

CTIX Operating System (Version A) 

CTIX Pascal 

Quarter-Inch Cartridge Tape Upgrade 
CnX FORTRAN 

CTIX FORTRAN and Pascal Debugger 
(MegaFrame) Sort/Merge 


64 
44 
46 
44 
45 
64 
44 
44 
64 


PT-100 
PT-200 
PT-300 


Prc^ammable Terminal Installation 
Programmable Terminal Hardware 
Programmable Terminal Programmer's Guide 


73 
72 
73 


ZAA-100 
ZAA-200 
ZAA-250 
2^-300 


Executive Manuals 
Programming Tools Manuals 
Getting Started with Your Workstation 
Debugger Training Package 


53 
73 
56 
50 


ZAB-100 
ZAB-100 


PC Emulator Manuals 
PC Emulator Manuals 


69 
69 


ZCA-300 


Multimode Terminal Emulator Manuals 


67 


ZDA-100 
ZDA-200 


High Performance LEVEL n COBOL Manuals 
High C Manuals 


59 
58 


ZDC-100 


LPI-COBOL Manuals 


62 


ZD-100 
ZD-300 


COBOL Manuals 
BASIC Manuals 


40 
38 


ZGA-240 


Art Designer Manuals 


37 


ZJ-440 


SNA X.25 Network Cbtewa^ Manuals 


83 


ZMC-100 
ZMC-200 


UNIFY 2.0 Manuals 
ACCELL/E 1.1 Manuals 


84 

37 


ZN-200 


Keyboard/Mouse Manuals 


62 


ZNB-100 


ClusterShare User's Manuals 


39 


ZSC-210 


WGS/Office 3 Manuals 


89 
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7T-100 


W^ord Procossing Nlsnusls 


91 


ZTA-100 


CT-MAIL User's Manuals 


4« 


ZTA-120 


CT-MAIL Administrator's Manuals 


47 


ZTA-250 


Extended Multiplan Manuals 


54 


ZTA-300 


Document Designer Manuals 


50 
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ZTB-100 


ClusterShare Mail Manuals 


39 


ZTC-100 


WGS/Desktop Manuals 


88 


ZTC-200 


WGS/DESKTOP 2.0 Manuals 


88 



For additional copies of this catalog, contact your 
sales representative. Sales offices are listed at the 
beginning of this catalog. 
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